Markets 


Stocks: Lower; late selling; 
2,070,000. Bonds: Lower; govern- 
ment decline; $4,290,000. Cotton: 
Lower. 


Warmer 
Fair, warmer Thursday. Partly 
cloudy, warmer Friday. Extremes 
expected Thursday, 18 and @#; 


Friday, 24 and 45. Wednesday's 
were 13 and 36. 
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The Sheik and 
His Water Plant 


There was a story on the inside 
pages which may have more 
effect on the future of the Middle 

“ East and north 
Africa than Pre- 
mier Nasser and 
all the ferment 
and change now 
going on in Tu- 
nisia and Al- 
geria. 

It was the 

story of the 

Sheik of Kuwait 

and a seawater 

evaporation plant sold to him by 

the Westinghouse Electrical Inter- 
national Company. 


The peoples and the history of 
the desert regions of the world 
have been shaped, often cruelly, 
by their arid, nonproductive lands. 

About all they need is water. 
Given fresh water they will grow 
endiess crops of vegetables, 
fruits and, after experiment, 
many cereal grains. I have seen 
the deserts south of _ Beersheba, 
Israel, for exampie, growing fine 
crops of tomatoes, peas and other 
vegetables on irrigated land. One 
of the most magnificent sights in 
any desert land is to see the 
myriad wild flowers which spring 
up and blossom along the wadies 
and in the area where the rainy 
seascen waters flooded. Their life 
is nct long, but they testify with 
the eloquence of their beauty to 
the fact the soil needs only mois- 
ture to be richly productive. 

The Sheik of Kuwait is going to 
be getting 2,500,000 gallons of 
fresh water per day right out of 
the Persian Gulf. He will do so 
at a cost of about 63 cents per 
thousand gallons. His costs are 
low because the evaporator is 
operated by waste from the 
natural gas supplies which are a 
by-product of oil production. 


British Protection 


Kuwait, or Ku-weit, is an inde- 
pendent principality under British 
It lies on the north- 


is littie more than a pie slice of 
desert between Iraq and Saudi 
Arabia. It was fit only for the 
grazing and breeding of camels, 
the sale of pearls and horses, 
until oil was discovered there in 
vast quantities in 1938. That the 
Sheik should continue to spend 
money to better his country and 
his people is itself a revolutionary 
force in Arabia. 

There are some 100,000 persons 
in the sheikdom. The Sheik has 
spent money on social services, 
but lack of planning has made 
same relatively ineffective. He 
had a small water filter plant, 
which the huge one replaces. Pre- 
vious to it water was carted in 
50 miles from a stream along the 
border of Iraq. No pipeline was 
laid, the Sheik fearing to be put 
at the mercy of his neighbors had 
he come to depend on it. Schools, 
a national health service free to 
all the people, and other enter- 
prises are all a part of the oil 
revenue. Without doubt, this 
sheikoom inspired Iraq, the large 
neighbor, to some of the same 
progressive moves. 

With the new “evaporator” 
there will be many households in 
Kuwait with running water—a 
fantastic living standard advance. 

Seawater moves through four 
units, each heated, and each pres- 
surized. The water is sprayed in 
and “flashed” into vapor, then 
condensed. The temperature drops 
with each unit, and after the 
fourth process the water is puri- 
fied of all salt solids. 


Fresh Water 


This hunt for a way to make 
fresh water out of salt is much 
nearer major application than 
generally comprehended. The 
state of Israel, for example, has 
made great progress. 

Time was, somewhere before 
the great ice ages, when the Sa- 
hera and other deserts of Africa 
and the Middle East bloomed and 
fiourished. Goats and the ravages 
of war have produced most of the 
Midd'o Eastern deserts. Nothing 
in life cr nature is so destructive 
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WALLS COLLAPSE AS FLAMES CONSUME FIVE-UNIT APARTMENT HERE 
Units at 1361 Chalmette Dr., NE, Off Bwiarcliff, Were Owned by Residents 


Fire Levels 
Apartment 
House Here 


Windswept flames which raged 
out of control for four hours de- 
stroyed a five-unit apartment 
building in northeast Atlanta 
early Wednesday night. 

Five DeKalb County fire com- 
panies which fought the fire were 
hampered by a shortage of water. 
An Atlanta Fire Department 
aerial ladder was able to direct 
only a weak stream on the build- 


The apartments, owned by the 
residents and maintained on a 
cooperative basis, -were at 1361 
Chalmette Dr., NE, off Briarcliff 
road. 


OBJECTS OF ART 


A neighbor said the apartment | 


buildings have a value of about 
$100,000 and that the furnishings 
and objects of art in the burned 
structure probably had a value 
of about $100,000. 

“I lost everything that my hus- 
band and I have accumulated in 
nearly 38 years of marriage,” 
said Mrs. David N. Meyer. 

“All of the apartments were 
beautifully furnished. It breaks 
my heart to think of all those 
things going up in flames and 
not being able to get anything out 
of the building,” she said. 


ONE PERSON THERE 


The only person in the apart- 
ments when the fire started about 
5 p.m. was Mrs. I. G. Ely. She 
saw smoke and had time only to 
pull a coat over her housecoat. 
A neighbor said Mrs. Ely had 
returned from the Atlanta airport 
only a few minutes earlier. 

Residents said the fire ap- 
parently started in the basement 
and spread through the two floors. 
The DeKalb Fire Department 
said it received a call 
5:09 p.m. 

Two firefighters were injured. 


Continued on Page 6, Column 2 


Loses — Hands Down 


FLORENCE, Ala., Feb. 19 

A 66-year-old man slipped on a 
and broke his left arm yesterday. 
Delmar Castleberry had reached 
the top of a hill when he fell. Re- 
turning home he slipped and 
broke his right arm at the bot- 
tom of the hill. 


at | 


High ot 40 Predicted 


As Freeze Eases Here 


By WARREN BOSWORTH 


Warm weather is on the way to drive the chill from 
Georgia’s bones and remedy somewhat the crippling gas 
shortage which has closed down businesses and schools in 
Atlanta and many other sections of the state. 


Despite the predicted warmup, 
however, most of the schools and 
industries shut down by the cold 
wave will remain closed Thurs- 
day, it was reported. 

At least 150 DeKalb County 
families in Chamblee were vir- 


Bank Loans 
Given Lift of 
$3 Billion 


WASHINGTON, Feb. 19 (#—The 
Federal Reserve Board today re- 
duced by one-half of one per cent 
the reserves which must be main- 
tained by its member banks 
against demand deposits. 

The action, another credit-eas- 
ing and antideflationary move, 
will release about 500 million dol- 
lars from the legally frozen funds 
of the system’s 6,400 member 
banks. 

This means a theoretical addi- 
tional three billion dollars in lend- 
ing capacity in the reserve bank- 
ing system. 

For banks in the central reserve 
cities—New York and Chicago— 
the reduction is from 20 per cent 
to 19% per cent, effective Feb. 27. 
This will release about 125 million 
dollars of reserves. 

At the banks in other large 
cities, called reserve cities (At- 
lanta is in this category), the 
reduction is from 18 per cent to 
17% per cent, also effective Feb. 
27. It will release about 195 mil- 


‘lion dollars. 


At banks in smaller cities, 
called country banks, the change 
is from 12 per cent to 11% per 
cent. It will release about 180 mil- 
lion dollars. This is effective 
March 1. 

Bankers figure that the amount 
of reserves released in effect 
creates six times that amount of 
lending capacity. 

On this basis, the 500 million 
dollars of lowered reserves will 
boost lendable funds by three 
billions. 


Ailing Heart and Knee 
Couldn't Stop Hero, 11 


By JAMES SHEPPARD 
An 11-year-old boy with a blood clot in his knee and a mended 
heart shocked himself and family Wednesday by running to summon 
firemen to his grandparents’ blazing house. 


“I didn’t know I could run,” re- 
joiced Eddie Phillips. “Maybe 
now I can play foot 

When grandfather and grand- 
mother Claud A. Ray’s house 
burst into flames at 443 Woodward 
Ave., SE, Eddie dashed more than 
two biocks to the Company 10 
fire house at Bryan and Oakland 
streets. 

Breathless, Eddie yelled: 

“Somebody help me! My grand- 
mother’s house is afire!’’. 

Excited and exhausted, Eddie’s 


Styron said he realized the boy 
was shocked speechless. 


Eddie jumped into the fire 


chief’s car and used his hands to 


motion where to go. Firemen fol- 


lowed. 

He regained his voice after the 
fire was put out.. 

The speedy action held the fire 
damage to.the kitchen and roof. » 

“Eddie’s my oldest grandchild,” 


Ray was preparing lunch 
for Eddie’s brothers, Jimmy, 10; 


7 
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i Continued on Page 5, Column 1! 


tually without water again late 
Wednesday night when a 30-inch 
water main, which had cracked 
Tuesday afternoon and was re- 
paired Wednesday morning, re- 
broke. 
W. Holt Weaver, superintend- 
~ of the DeKalb water works, 
supervising Wednesday 
night's latest break. 
Flowing waters from the 
cracked main were reported to 
be flooding across Clairmont 


HOURLY TEMPERATURES 
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road in the vicinity of the Naval 
Air Station. 

A general warming up is fore- 
cast for Atlanta and north Geor- 
gia for the next two days. 

Fair skies and temperature ex- 
tremes of 18 to 40 are predicted 
for Thursday. The warming 
trend will continue through Fri- 
day with a low of 24 and a high 
of 45 expected, despite cloudy 
skies. 

Atlanta’s average mean tem- 
perature for this time of year is 
48 degrees. Wednesday the aver- 
age was 25 degrees. 

Meanwhile, as the weatherman 


Continued on Page 6, Column 1 


Churchill, 83, 
Stricken With 


Pneumonia 


Roquebrune-Cap-Martin, France, 
Feb. 19 (®—Sir Winston Churchill, 
83, has pneumonia and pleurisy, 
his doctors said tonight. But he 
smoked two cigars today and was 
described as comfortable and in 
good spirits. 

A medical bulletin issued at 
9:30 p.m. through Montague 
Browne, the former Prime Minis- 
ter’s private secretary, said: 

“Sir Winston Churchill is suffer- 
ing from pneumonia at the base 
of the lung and pleurisy. He had 
a good night and has passed a 
comfortable day.” 

The bulletin was signed by Lord 
Moran, Churchill’s private physi- 
cian who flew in from London, 
and Dr. David M. Roberts, his 
physician on the Riviera. 


She Gets That Debt 


Out of Her Hair 


HOPE, Ark., Feb. 19 P— 
Ben G. Owens, owner of several 


(1932 on an over-all basis. 


Vandiver’s Curbs on Voters 


Approved 134-40 by House; 
Griffin To Block Pay Raises 


Won't Divert 
Funds for 


Legislators 


By JACK NELSON 


Gov. Griffin, warning that state 
spending must be curtailed, indi- 
cated Wednesday that he will re- 
fuse to provide funds for an in- 
crease in legislators’ pay. 


The Senate Wednesday ap- 
proved a joint resolution authoriz- 
ing the $10-a-day raise. The reso- 
lution, authorized by Rep. John 
Odom of Camden, was adopted by 
the House Tuesday. 


The Senate also amended the 
resolution to provide pay raises 
for employes of the Legislature. 
The House quickly endorsed the 
amenament. 


Legislators now are paid $30 a 
day tor the 40-day sessions. 

Griffin flatly declared his oppo- 
sition to the raise at his press 
conference and pointed out em- 
phatically that “I would have to 
transfer the money for it from 
contingent funds.” 

This puts the governor in direct 
opposition to some of his own leg- 
islative leaders who supported the 
pay raise measure. 

State Treasurer George B. 
Hamilton said the raises can not 
be granted unless Griffin orders 
funds for that purpose transferred 
from the contingency section of 
the budget. Hamilton said the 
raises would total about $125,000 
a year. 

Ren Colbert Hawkins, Griffin’s 
floor leader in the House, declared 
he voted for the House resolution 
because the legislators “deserve” 
a pay raise. 

Hawkins said he thought most 


Continued on Page 11, Column 1 


Griffin Gets 
Mountain, 


Docks Bills 


By BRUCE GALPHIN 

The Georgia House Wednesday 
sent to the governor authoriza- 
tion for purchasing Stone Moun- 
tain and the Savannah docks, the 
first of his major recommenda- 
tions to clear the independent- 
minded Assembly this session. 

It also completed action on res- 
olutions proposing an investiga- 
tion of fire and auto insurance 
rate increases recently granted 
by Comptroller General Zack 
Cravey and a general study of 
insurance laws. 

In addition, the House sent to 
the Senate a constitutional amend- 
ment which would extend Assem- 
bly terms from two to four years, 
raise legislative salaries to $3,000 
a year and ban state employes 
from serving in the Assembly. 

The ports legislation, which ap- 
peared to be doomed last week, 
breezed through with comfortable 
majorities. 

It was pushed by Griffin’s floor 
leader, Rep. Colbert Hawkins of 
Screven County, and received an 
assist from veteran Rep. Frank 
Twitty of Mitchell County, a Van- 
diver leader. 

The first ports bill would give 
the Georgia Ports Authority pow- 
er to raise money by mortgaging 
property in addition to its present 
bonding powers, allow it to sell 


Continued on Page 15, Column 1 


$1 Poll Tax 
Amendment 


Is Defeated 


By WILLIAM M. BATES 
The House handed Gov. Griffin 
another stinging defeat Wednes- 
day by approving overwhelming- 


| 3 || ly a bill backed by Lt. Gov. Van- 
. || diver’s forces seeking to tighten 


voter qualifications. 

Before passing the bill 134 to 
40, the House rejected an amend- 
ment sponsored by Griffin Floor 
Leader W. Colbert Hawkins of 
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Other Legislature stories 
on wages 8,9 and 16. 


Screv en County to levy a : $1 poll 
tax on future new voters? The 
vote against the amendment was 
97 to 61. 


The Vandiver-backed bill was 
transmitted immediately to the 


mem 2 Senate for a first reading Wed- 
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U.N. CHIEF MUNRO (R) HERE FOR BAR MEETING 


L-R: ABA President Rhyne, 


Smythe Gambrell, Sir Leslie 


U.N. President Here, 
Urges Space Parley 


By FRANK WELLS 


There is an urgent need for a conference among 
nations of the United Nations to consider use of outer 


space for peaceful 


only, the president of the U.N. 


General Assembly said in Atlanta Wednesday night. 


Sir Leslie Munro, who is also 
New Zealand’s ambassador to the 


United States, made the remark 
at a press conference prior to the 
meeting of the American Bar 
Assn. here Thursday. 


“The General Assembly should 
consider the problems posed by 
the now possible travel of satel- 
lites in outer space,” Sir Leslie 
said. ‘There should be a prior 
conference of diplomats, scientists 
and lawyers to consider the many 
problems raised by the possibility 
of space travel.” 

Sir Leslie said that the problem 
was similar to laws governing 
free passage of the seas and said 


eae 


Other dignitaries here for 
bar association meeting are 
interviewed. Stories and pic- 
tures on pages 9, 5, 16, and 35. 


ie i 


that the upcoming ng conference in 
Geneva of U.N. representatives to 
discuss freedom of the seas would 
bring up questions also relevant 
to space travel. 

Sir Leslie also discussed “‘sum- 
mit talks.”” He said that he be- 
lieved a summit meeting without 
prior meetings on the diplomatic 
level would be not only ‘“‘useless 
but dangerous.” 

Tie General Assembly president 
quoted Lester Pearson of Canada, 
a former president of the United 
Nations General Assemly, as say- 
ing, ‘We need more work in the 
valleys before we can talk at the 
summit.”’ 

“I wholeheartedly agree with 
Mr. Pearson,” Sir Leslie said. 

The U.N. official declined to 
comment on the French-Tunisian 
dispute. 

Charles S. Rhyne, president of 
the American Bar Assn., was also 
present at the press conference. 

Asked about some questions that 


Continued on Page 6, Column 3 


Court Voids 


New Orleans 
Bus Seating 


NEW ORLEANS, Feb. 19 7— 
The U.S. Fifth Circuit Court of 
Appeals today struck another 
blow at Louisiana segregation by 
declaring unconstitutional 


Negroes and whites on streetcars 
and buses in New Orleans. 

It was the fourth time in seven 
days that the appeals court had 
ruled against Louisiana segrega- 
tion laws. The court last Thurs- 
day acted in cases involving city 
public schools, city park facilities 
and state colleges. 

Today’s ruling upheld Federal 
District Judge J. Skelly Wright, 
who granted an injunction stop- 
ping city officials and New Or- 
leans Public Service, Inc.. from 


enforcing transit segregation' 
laws. 


The appeals court backed up 
its ruling by citing the U.S. Su- 
preme Court decision striking 
down segregation on Montgomery, 
Ala., city buses. The New Orleans 
case, the court said, was con- 
trolled by the Montgomery case. 


George S. Dinwiddie, president 
of New Orleans Public Service, 
said in a statement the company 
would continue its present operat- 
ing practices of seating Negroes 
and whites in different sections of 


the buses and street cars. 


LOWEST RATES IN SOUTHEAST 


RICHMOND, Va., Feb. 19 — 
Virginia has the lowest fire in- 
surance rates in the Southeast, 
according to experts here, and 
effective regulation by the state 
appears to be the reason. 

In the 30 years since Virginia 
tightened up on permissible in- 
surance profits, the’ State Corpo- 
ration Commission has imposed 
rate reductions totaling slightly 
more than $13 million. 


To people buying fire insurance 


lative savings of almost $134 mil- 
ae 

Today fire insurance in Vir- 
ginia costs less than half — 45 
per cent — as much as it cost in. 


in Virginia, this has meant cumu- 


By LARRY WEEKLEY 
Richmond (Va.>) Times-Dispatch Staff 
Special te The Constitution 


Regulation hasn’t been the only 
reason for those reductions, of 


course. Steadily declining fire 
losses have helped. So have bet- 
ter building methods and the 
gradual destruction or improve- 
ment of high-risk structures such 
as old mercantile buildings. 

But state officials doubt that 
equal reductions would have been 
made voluntarily by insurance 
companies. 

“The companies would have 
brought the rates por some,” a 

said privately 


official 
_lyesterday. “But I think it’s only 


State Controls Save Virginians 
Millions on Fire Insurance Costs 


human to take care of yourself, 
and insurance companies are hu- 
man like the rest of us.” 

Virginia has regulated insur- 
ance since 1906 under a general 
constitutional provision. But until 
1928 the commissioner of insur- 
ance and the State Corporation 
Commission lacked strong statu- 
tory authority. 

What happened in 1928 in Vir- 
ginia is historic. Under the lead- 


ership of Gov. Harry F. Byrd—| 


now a U.S. senator—Virginia re- 
formed its insurance regulation 
-with legislation that prohibited in- 
surance companies from 

ing new rates unless they were 
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laws | 
that require separate seating for | 


nesday so that it will have time 
to win final passage by Friday’s 
adjournment. 

The action came just one day 
after the House had killed Grif- 
fin’s own voter qualification pro- 
posal. Griffin had assailed the 
House’s earlier action. 


CURBING NEGRO VOTE 


The measure passed by the 
House is aimed primarily at curb- 
ing Negro voting. It was drafted 
by a special election law study 
committee that worked for 10 
months on the voting question. 


Major provision of the bill is a 
30-question examination test to be 
required of persons attempting to 
register who cannot qualify by 
reading and writing a section of 
the Constitution. 

The test would replace one now 
required of illiterate voters. But 
the proposed new examination is 
made up of difficult questions and 
an applicant must get 20 of the 30 
to pass. 


PRESENT LAW 


Under the present law, the 
questions are relatively simple 
and only 10 must be answered 
correctly for passage. 


The new bill also tightens gen- 
erally the present voter registra- 
tion machinery and procedure, 
but does not apply to the 1,200,- 
000 persons alreacy qualified to 
vote and does not call for a re- 
registration. 


House passage of the voter 
qualification bill climaxed a day 


Continued on Page 8, Column 3 


Robert Murphy 
Will Mediate 


Tunisian Feud 
WASHINGTON, Feb. 19 (#®—The 


|United States tonight named a 
‘veteran trouble shooter, 


Robert 
Murphy, to try to settle the dis- 
pute between France and Tunisia. 

A State Department spokesman 
said Murphy, a deputy undersec- 
retary of state, would leave short- 
ly for talks in London, Paris and 
Tunis. 

The announcement said Murphy 
would represent the United States 
“in exercising this government’s 
good offices” in seeking a solution 
which would be “peaceful and 
equitable.” 


INSIDE TODAY 


Lee Praised 
By Churchill 


Page 3 


IKE’S C ALL for foreign 
aid brings support, warn- 
ing of trouble Page 2 


PORTS AUTHORITY files 
altered, probers told Page 16 
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Ike Wins Backing 
For $3.9 Billion Aid’ 


Congress Leaders Vow Help | 
But Warn of Rough Going 


WASHINGTON, Feb. 19 (P—President Eisenhower | 
asked Congress today for $3,942,000,000 for foreign aid. 
Congressional leaders quickly pledged their support but 
warned that the request faced rough going in the House 


— ee — 


DIES FOR HORSE— | 
LODI, Calif., Feb. 19— | 
Carlton Speare, 9, was | 
found dead in his home | 
yesterday, a_ bullet | 
through his head. He left | 
a note: “Goodbye, Cindy. | 
You are my love.” Cindy | 


'stronger than ever. 


| A Quick Check 
On The News 


—— a 


H 


voter qualifications; poll tax 


Stone Mountain and railroad 


| 


Vw 


and Senate. 

The President declared in a/| 
special message that discontinv- | 
ance—or even a sharp reduction | al 
—in the aid program would mean | 
a “‘massive increase”’ in defense | 
spending and a “heavy increase” | YH 
in draft calls to protect an isolat- | 
ed America. ' 

He said that without its mutual | 
security program the United | 
States would be left virtually 
alone in a world dominated by 
Russian and Red Chinese Commu- 
nism. He said this left foreign aid 
as “‘our only logical course.” 


MILITARY AID 


The President’s request for 
nearly four billion dollars in mili- 
tary and economic aid for the 
fiscal year starting July 1 was 
forwarded to Congress from his 
Thomasville, Ga., vacation head- 
quarters. More than half, or about 
$2,600,000,000 would be in military 
or defense-support aid. 

House and Senate leaders of 
both parties endorsed the Presi- 
dent’s stand that this country 
must continue aid to friendly na- 
tions in a world threatened by 
Communism. But they noted that 
the opposition this year seemed 


banks creates $3,000,000,000 


out by Court of Appeals. 


Congressional leaders give 
for President’s $3.9 billion fo 


Advertising of filter-tip cig 


Loser in Miami television c 


Speaker Sam Rayburn (Tex.) 


Here... 


House approves bill backed by Vandiver forces to tighten 
House sends governor measures authorizing purchase of 


Griffin indicates he will refuse to provide funds for legisla- 
tors’ pay increase voted by House and Senate. 


Fire engulfs five-unit cooperative apartment building at 1361 
| Chalmette Dr., NE, off Briarcliff road. 


U.N. General Assembly President Sir Leslie Munro, here for 
bar meeting, calls for regulation of use of space. 


Eddie Phillips, 11, who thought heart ailment had robbed 
him of running for life, races to give fire alarm. 


2mere . «> 


Federal Reserve cut in reserve requirement for member 


Winston Churchill has pneumonia and pleurisy, doctors say; 
resting comfortably, report adds. 


Segregation in public transportation in New Orleans is ruled 


subcommittee; FTC asked to act. 


his side before officials, probe is told. 


Filters Don’t Protect 
Smokers, Panel Says 


praised the President’s “pretty 
was a pet horse, recently Y pe 


|strong’’ message and called on 
sold. Carlton S brother, | business men to support both the 
Richard, 5, said they 


uF foreign aid and reciprocal trade 
were watching television | programs. He said the trade pro- 
when Carlton said “I’m | gram also would be in peril un- 
going to shoot myself.” {ess businessmen rally behind it. 
_AMERICAN GOODS 


Rayburn said both programs 


a= P | provide money for overseas buy- 
British Ship © to purchase American goods 


drive beaten down. 


dock property at Savannah. 


in new credit. 


backing but see trouble ahead 
reign aid bill. 


arets called deceiving by House 


ase dispute also took steps to get | 
| 


| 


WASHINGTON, Feb. 19 (®—Most filter-tip cigarets | 
produce as much or more nicotine and tar as cigarets | 
without filters, a House committee reported today. 


The congressmen accused Cciga- , 
ret manufacturers of having de- | 


used lower grade, stronger tobac- 


ceived the American public in| co to let more smoke particles get | 


their filter-tip advertising. 
Unanimously approving a fre- 
port made by a subcommittee aft- 
er hearings last year, the House 
government Operations Commit- 
tee also took the Federal Trade 
Commission to task. It held that 
the FTC, by not policing the ad- 


/made by American workers. Sen. 
'Jacob K. Javits (R-N. Y.) also 
Blows Up. 
60 Aboard 


'stressed the ‘“‘anti-recession” as- 
MANAMA, Bahrein, Persian 


Gulf, Feb. 19 (P—A new British 
freighter carrying explosives for 
Iran’s oil fields blew up in the 
Sitra anchorage tonight while the 
crew was fighting a 48-hour-old 
fire. 


Some wreckage was found two 
miles away. 


Rescue craft working by the 
light of flames fromm the shattered 
hulk of the 7,440-ton Seistan quick- 
ly picked up one dead man and 
nine wounded survivors from 


‘pects of the aid program. 


don B. Johnson said foreign aid | 
'was “a major part of the foreign | END CONFUSION 


more than 60 persons reported to 
have been aboard. 
LEAPS FROM WATER 

“The ship just seemed to jump 
out of the water,’ an injured sea- | 
man said. | 
There were reports that at least | 
20 others also have lived through 
the blast, which rocked the harbor 
area. The exact casualty toll was 
not likely to be known until to- 
morrow. 

The Seistan, a motor ship built 
in 1957 at South Shields, England, 
had a fire aboard when she enter- 
ed the Persian Gulf on a voyage 
from Liverpool and put into Bah- 
rein waters to extinguish it. The 
fire was brought under control, 


but burned on while crewmen 


fought it with steam and others | 


tackled the job of unloading about } 
175 tons of explosives from the | !¢an_ States. 


holds. Half the explosives had 


vertising, allowed smokers to be- 


: . }come “brainwashed that filters 
ange Rete Laat tee 'would furnish health protection.” | 


policy of the United States.” He| The FTC announced Saturday it | 
said Congress would give the/| had invited manufacturers to help | 
President's message “a careful| develop uniform specifications for | 
and thorough study. determining tar and nicotine con- 
“There are grave questions} tent, It said its aim is to end con- 
which must be resolved,”’ Johnson | tucion over various claims. 
said, “‘and they can be resolved! while the tobacco industry de- 
only after searching scrutiny.” nied there were any health haz- 
The President broke down his} args in smoking, the committee 
aid request this way: said, the industry made the haz- 
_—$1,800,000,000 for military as-| aq charges appear true by im- 
sistance to allied and associated | ving that filter tips remove al- 
nations. This included weapons | jeged causes of cancer and heart 
for the NATO, Baghdad Pact, disease. 
Southeast Asia Treaty Organiza-| filter tips accounted for 40 per 
tion and other allies. cent of cigaret sales in 1957, the 
—$835,000,000 for defense sup-| penort said. The figure in 1952 was 
port to 12 free nations supporting | only 1.4 per cent 
‘substantial military forces,” of | | 
which 70 per cent would go to| STRONGER TOBACCO | 
South Korea, Nationalist China,; When many people didn’t like | 
Viet-Nam and Turkey. the taste of their first filtered 
—$21,000,000 in special assist-| smokes, the report said, the man- 
ance to help maintain political | ufacturers loosened the filters and | 
and economic stability in nations | 
where the United States does not | ; eae 
support substantial military | 
forces, including Morocco and | 
Libya, and for such programs as | 
the world-wide malaria eradica- | 
tion program. 
—$625,000,000 for economic de- 
velopment assistance. 
—$142,000,000 for U. S. contribu- 
tion to the United Nations tech- 
nical assistance program. | 
—$1,500,000 for U. S. contribu- | 
tion to the Organization of Amer- | 


—$200,000,000 for the contingen- | 


been moved ashore when the | CY fund. | 


blast ripped the ship. 
CARRYING EXPLOSIVES 


| —$106,600 000 
| grams, 


for other pro- | 
including contribution to 


Owned by the Strick Line Litd., | U: N, childrens’ fund, refugee | 


of London, the Seistan was carry- | Programs, te | 
ing both the explosives and other | 8™am, plus administration costs. | 
material for use in the Iranian oil | -—— . 
fields. The cargo was estimated | , | 


worth $2,800,000. 


The skipper is a Welshman, | VIENNA, Feb. 19 (UP)—Radio 


Capt. W. Chappell. 


A company spokesman Said | and Hungary have signed a trade | 
there were 12 British officers and | agreement providing for $2,300,000 | 
about 50 Asian crew members; worth of Hungarian exports to 


ander Chappell. 


atoms-for - peace pro-| 


Sign Trade Pact 


'Budapest said today Argentina 


Argentina. 


Skeleton Found in Prison; 
Georgia Ex-Convict Sought 


NASHVILLE, Tenn., Feb. 19 (®—A murder charge was filed to- 
day against an ex-convict named Jack Youngblood in the 19-year-old 
whose skeleton was found in state prison 


slaving of the ‘‘baby bandit” 
last night. 

The skeleton, 
tively as that of Paul Joe Payne, 
was found under the concrete 
floor of the prison metal shop 
where officials say he was slain 
after winning in a dice game in 
1939 when he was 21 years old. 

Dist. Atty. Gen. Harry Lee 
Nichol filed the murder charge 
against Youngblood after taking 
statements from three long-term 
prisoners who were shifted from 
the prison to Davidson County 
jail for their safety today. 


‘SCIENTIFIC 
PEST 
CONTROL 


WORLD'S LARGEST PEST CONTROL CO. 
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identified tenta- | 


was reopened last night when po- 


Youngblood, who lived at La- | 
Fayette, Ga., was sentenced to} 
prison in 1934 from Chattanooga | 
for highway robbery and was 
discharged in 1940, six months 
after Payne disappeared ° from 
prison. Payne was listed as an 
escapee for 19 years. | 

Nichol said Youngblood was 
last seen in Texas after his re- 
lease here. An order for his ar- 
rest has been. sent throughout 
the nation. 

Payne, sentenced from Chatta- 
nooga in 1937 for attempted bank 
robbery, vanished from _ the 
prison Sept. 2, 1939. Puzzled au- 
thorities figured the 19-year-old 
bandit must have walked out the 
main entrance with visitors. 

Members of his family have 
maintained that Payne was slain 
inside the penitentiary. 

The mystery-shrouded case 


If you’re planning to 


of a Pontiac but not 


s_ 


lice, acting on a tip, found the 


‘through. But they still charged | 


two to six cents more a pack for | 


filter tips, the report said. 

“The filter cigaret smoker is, 
in most cases, getting as much 
or more nicotine and tar from the 
filter than he would get from the 


regular cigaret the advertisers | 
have persuaded him to abandon—_ 
for his health’s sake,”’ the report | 
added. 


Public statements from medical | 
experts were quoted in the report 
but the report itself did not offer 
any conclusions on a possible re- 
lationship between smoking and 
cancer. 


Asserting the tobacco industry 
apparently conspired to boycott | 
the hearings, although invited to. 
testify, the report said, “‘It is rep- | 
rehensible that the tobacco indus- | 
try should so shirk its responsi- 


| 
bilities to the consumer.”’ 


These statistics were included 
in the report: 

The tobacco industry’s sales run 
more than five billion dollars a 


| year; taxes exceed 2%2 billion and 


more than 100 million a year Is 
spent on advertising. 

Lung cancer deaths shot up 
from 2,500 reported cases in 1930 
to 29,000 in 1956. Various reasons | 
were advanced for this increase. | 


| 
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Third Mystery Tremor | 
‘Shakes Carolina Coast | 


WILMINGTON, N.C., Feb. 19 (®#—The third earth 


tremor in as many days shook this North Carolina 
coast city and surrounding area today, and the mystery 
has at least one scientist worried. 

The first tremor came Monday | , 
at 9:40 a.m. The second big shake | !0Ss to explain the earth tremors. 
came yesterday at 9:25 a.m. To-| | /t's got me worried, too,” he 
day’s shake was right on time, said. 

9:25 a.m. Noting that each tremor has 

Each tremor was felt through-|Come almost at the same time, 
out the city and most of New Han- | McCarthy suggested that the 
over — Wilmington — and adjoin- | ™athematical odds against three 
ing Brunswick counties. Houses |SUCh tremors on three days run- 
shook, windows rattled, some | "ing almost at the same time of 
plaster fell from ceilings. But oth-|4ay made it “highly unusual. 
erwise there was little damage. City officials here have ruled 

Dr. G. R. McCarthy, who is in| out the possibility of jet-caused 
charge of the seismograph at the | sonic booms, dynamite explosions 
University of North Carolina at|or any explosion caused by mili- 
Chapel Hill, admitted he was at/|tary installations in the area. 
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DOWNTOWN AND 


BUCKHEAD 


Make his only permanent 
“eaten a Claude S. 
nnett ring of gold with 
name and date inscribed 
a cherished symbol of 
life’s most precious mo- 
ment. 


Yellow Gold . $21.50 Diamond Wed. Ring 
$165.00 


Yellow Gold » $39.50 $24.75 


Yellow Gold | 
Prices Include Federal Tax 
Payments as Low as $5 a Month! 
REGISTERED JEWELER, AMERICAN GEM SOCIETY 
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Every Window of Every Pontiac 
is Safety Plate Glass 


buy a de luxe model of the 


so-called low-price three, you’re paying the price 


getting its extra in driving 


pleasure. You’re missing the road-leveling ride of 


grave. 

Payne was known in Chatta- 
nooga as one of the “baby 
bandits”—a group of four youths 


AUTHORIZED 
PONTIAC DEALERS 
IN METROPOLITAN 

ATLANTA 


BOOMERSHINE PONTIAC 


425 Spring Street, N. W. 


UClASSES se ves 


of the Low-Price 3—for 


HES 


OLD PON 


SEE YOUR LOCAL AUTHORIZED PONTIAC DEALER 
GOULDMAN-TABER PONTIAC 


SERRE SER ERR Hoe oS 


RES PERE, 


: > 
Se 
Cupar 


ness 


- 


ee 


Pontiac’s big 122-inch wheelbase . . . Tempest 395 
performance . . . man-size interior roominess.. . 
and big-car pride of ownership. So why buy a car 
with a low-price name? Get a Pontiac for less. 


IAC 


— SMITH-JOHNSON PONTIAC 
1210 N. Main Street 


161 Ivy Street, N.E. 


who held up a loan company. Atlanta 3, Georgia Atlanta 3, Georgia East Point, Georgia 
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FRANKLIN SIMON @ PEACHTREE AT PONCE DE LEON 


Informal modeling 
during luncheon 
Cherokee Room 

Monday thru Friday 


ranklin 
\imon 


BOT be HPSS WE" Br. 


for the sheath or chemise: 


fashion underlings 
in matching colors! 


girdle, 8.95 
bra, 5.95 


For the slim, trim look of fashion, these color-cued 
beauties that control your figure perfectly with 
efjortless ease! Both in champagne mint, pink, blue or white. 


Hollywood Maxwell V-ette alencon-type nylon lace bra 
with circle-stitched, wired cups. 
Sizes 32 to 36 B cup, sizes 32 to 38 C cup, 


Vassarette Wizard girdle with nylon lace panel front, 
rayon satin lastex back, nylon power net 
elastic sides. S, M, L. 


CORSET SALON, STREET FLOOR 


spectacular 
purchase 


italian 
couturier 
knits 


classic, novelty 
and dressmaker sweaters 
in fine wool or pure silk knits... 


Ve to VE off! 


reg. 9.98 to 39.95 


6.90 » 22.90 


@ Coveted imported Italian knits. 
— seldom found at these low prices! 

@ Beautifully detailed pure wool sweaters in every 
wanted style: classic and dressmaker slipons and cardigans, 
brass-buttoned sweater jackets, shirt-style cardigans, 
in fine-gauge, bulky, jacquard, popcorn, 
cable-stitch and novelty weaves! 


@ Magnificent pure silk knit slipons, long, short and three- 
quarter sleeve styles, 


@ Stripes, patterns and solids: white, black, beige, pink, 
blue, yellow, red or toast. Sizes 34 to 40. 


SWEATERS, STREET FLOOR 
Sorry, no mail or phone orders. All sales final! 


FRANKLIN SIMON, PEACHTREE AT PONCE DE LEON 
ATLANTA e TRINITY 2-8801 . 
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VIEWS CIVIL WAR 


Gen. Lee 
Great, Says 
Churchill 


NEW YORK, Feb. 19 (®—Win- 
ston Churchill says the American 
civil war was “the noblest and 
least avoidable of all the great 
mass conflicts.” 


And he regards Robert E. Lee 
as ‘“‘one of the noblest Americans 
who ever lived and one of the 
greatest captains known to the 
annals of war.” 

In the last volume of his “‘His- 
tory of the English - Speaking 
Peoples,”” now appearing in Life 
magazine, Churchill traced the or- 
igins of the war. 


He wrote: “In regions so wide 
and varied as those of the Union, 
extreme divergencies of interest, 
outlook and culture had developed. 
South of the 40th Parallel and the 
projecting angle formed by the 
Mississippi and the Ohio the insti- 
tution of Negro slavery had long 
reigned almost unquestioned... 


ONLY RELATIONSHIP 


“The planters of the South, and 
the slaves they owned, had both 
grown up in wide unkempt lands 
without ever having known any 
other relationship. Now, suddenly, 
in the midst of the 19th century, 
dire challenge was hurled at the 
whole system and the society in 
which it was engrained. 


“A considerable, strongly char- 
acterized, and slowly matured 
community found itself subjected 
to the baleful and scandalized 
glare of the Christian world... 
Now began the rumblings, trem- 
ors, and exhalations which por- 
tended a frightful eruption. ..”’ 

Of the South at midwar, Church- 
fll wrote: “by the end of 1863 all 
illusions had vanished. The South 
knew they had lost the war and 
would be conquered and flattened. 
It is one of the enduring glories 
of the American nation that this 
made no difference to the Confed- 
erate resistance. In the North, 
where success was certain, they 
could afford to have bitter divi- 
sion. 

COURAGE REMAINS 


“On the beaten side the depar- 
ture of hope left only the resolve 
to perish arms in hand. Better 
the complete destruction of the 
whole generation and the devas- 
tation of their enormous land, bet- 
ter that every farm should be 
burned, every city bombard, every 
fighting man killed, than that his- 
tory should record that they had 
yielded. Any man can be trampled 
down by superior force, and, death 
in whatever shape it comes, is 
only death, which comes to all. .”’ 

Churchill concluded: ‘‘. . .Three 
quarters of a million men had fall- 
en on the battlefield, The North 
was plunged in debt; the South 
was ruined. The material advance 
of the United States was cast back 
for a spell. But, as John Bright 
said to his audience of English 
working folk, ‘At least after the 
smoke of the battlefield had 
cleared away, the horrid shape 
which had cast its shadow over 
the whole continent had vanished 
and was gone forever.’ ” 


Macmillan 
Asks Series 
Of Meetings 


LONDON, Feb. 19 (#—Prime 
Minister Macmillan proposed to- 
day a series of East-West summit 
conferences if a 
first one pro- 
duced any mod- 
fest success. He 


The British 
leader warned 
the West against 
throwing itself 


Macmillan the Soviets by 
abandoning nuclear weapons. He 
said Western abandonment of nu- 
clear weapons would double, 
treble or even quadruple the mili- 
tary value of the Soviet Union's 
weapons. 

Opening a two-day foreign af- 
fairs debate in the House of Com- 
mons, Macmillan spoke out in 
earnest for advance preparations 
for talks between Western and So- 
viet leaders. 

Banging on the table before 
him, he told a cheering house: ‘I 
want a summit conference, but I 
want it to be successful.” 


“Perhaps if we had any modest 
success at the first meeting, fur- 
ther meetings might follow with 
similar preparation,” he said. 

Disarmament in the widest 
sense, he said, might be a profit- 
able subject at any top-level meet- 
ing. But he said even the proposal 
for joint East-West abandonment 
of nuclear weapons must be ap- 
proached carefully. Such disarma- 
ment, he added, must bring a cor- 
responding reduction in the total 
military power of each side. 


Anything Goes 
Among Friends 


KENOSHA, Wis., Feb. 19 #~ 
The district attorney’s office was 
called to consider today an alter- 
cation in which one participant 
who had his little finger bitten off 
broke the nose of the biter. 

_ $eene of the combat: 
Friendly Tavern. 


WESTINGHOUSE Washer- 


THE ATLANTA CONSTITUTION, Thursday, Feb. 20, 1958 3 


When you shop for a combination washer-dryer 


esk ONE avestion 


will | be a guinea pig? 


Find out if the washing system is the same system the company uses for its regular 

automatic washers? Or is it so new the maker hasn’t had time to test it? Only W esting- 

house brings you a Washer-Dryer Combination with a washing system proved by time and 
ae | rm . 7 Mu . oes bo . . . . ; . ] . 

test! The Westinghouse Combination has the identical Revolving Agitator used in every 


washer Westinghouse makes developed and perfected over 20 years. 


Dryer Combination Outsells 


all other makes combine 


d in Georgia! 


Davi sors 


OF DIXIE 


a 
ne 


os 
Fes LION 


— 


First it washes, then it 
in one space-saving unit ae 


dries ..- 


39” wide! 


e 


Revolving 
Agitator 
Washes Cleaner! 


Rinses Better! 


Cleans Itself! 


join the thousands upon thousands of georgians whe are enjoying a 


ee e@©eeees ®@ 


Spanking new 1958 Westinghouse 


Automatic Washer-Dryer Combination 


Automatic Dry Dial Dryer shuts off instant clothes are dry! 
Clothes dry wrinkle free! 


Fully automatic from fill to finish, set and forget! 


Weigh-to-Save Door saves soap and hot water! 


Water Temperature Selector . . . “Hot” or “Warm”! 


Flexible controls skip or repeat any part of cycle! 


5-year warranty on sealed transmission! 


Dixie’s Finest Home Service Center, Davison’s Third Floor 
Also Macon, Augusta, Columbus, Athens 


With your old washer 


List Price 449.95 


| Pay as little as 19.64 a month 1 | 


FREE delivery within 300 miles! Use one of Davison’s Easy Payment Plans! 


a. | 


THE ATLANTA 


For 90 Years The South’s Standard Newspaper 


see dats Aaa 
he: 


CONSTITUTION 


and r week, 1 
Cee Ea | $20.80; 1 year, 
by a fe. 


plus 


copies: 
pop al made within iw ty F 


al 


"—~ 


THURSDAY, FEBRUARY 20, 1958 


~ 
” 
a 
. 
- 
° 


This Might Result 
In Real Economy! 


There’s more to be said for House 
approval of a $10-a-day pay raise for 
members of the General Assembly than 
their reluctance for a roll-call vote would 
indicate. 

In fact, if it should result in another 
Assembly which would resist the pres- 
sures of the executive department and 
act independently on behalf of the state 
and its taxpayers as has this one, it would 
be a real economy. 


It is quite true that most members 
of the Assembly serve at a financial sac- 
rifice. Their present pay barely covers 
minimum expenses and transportation. 
This is bound to be reflected through the 
yeats in a lowering of quality of laws 


honorable custom, immoral, unethical and 
in this case it is against the law. 

By and large we get the sort of gov- 
ernment we deserve. 

The convicts properly will be re- 
moved from Wheeler or any county which 
violates the law. 


— eee 
Now Fulton Legislators 
Ask Police Fee System 


Fulton County’s delegation in the Gen- 
eral Assembly seems determined to do as 
much damage as possible to the adminis- 
trative and fiscal structure of Atlanta’s 
city government before this session ends. 

Dissuaded from granting a police pay 
raise by legislative act after protests from 
the public as well as the mayor and board 
of aldermen, they now have gone off on 


Charles L. Allen “> 


This Mother 


The Right Values 


Yesterday I commented on a verse of the 
Bible that I recommend that Christians keep be- 
fore them, “‘First they gave their own selves to 


Has 


the Lord, and unto the will of God” (II Corinthians 8:5). And not 
only must we give ourselves to the Lord once, but each day we must 
be careful to maintain that relation. 


The Christian must give care- 
ful observance to his or her own 
devotional life. I know a mother 
who keeps the hour from 9 until 
10 each morning as her prayer 
time. After the children are off 
to school and before she gets into 
the activities of the day, she feeds 
her own soul. She studies her 
Bible and finds there the stand- 
ards for making her own de- 
cisions. She prays for guidance 
and she follows the leadings of 
the Lord when they come. 

Through her daily practice of 
His presence, it is natural for her 
to confess her own sins before 
she is tempted to criticize others. 
Because of her regular associ- 
ation with Christ, it is not too 
difficult for her to hold to high 
standards in every situation. 
From her mind flows clean 
thoughts and clean speech nat- 
urally follows. Because of the 
discipline she learns in her time of 
prayer, she can exert discipline 
over her own personal habits. 

As a pastor for some years, I 
have learned that those who 
“first have given themselves to 
the Lord” are the ones who mean 
the most in the church. 


ical need, a word of love and en- 


* & ,i¢e™ 


couragement, a friendly visit or — 
whatever, the dedicated one is . 


ever seeking an opportunity of 
service, 

I have talked with many cou- 
ples who were having troubles in 


their marriage and home. But I ~ 
have long since learned that two 


people cannot build a happy, 
Christian home 
“first they have given themselves 
to the Lord.” 


It is like the old song says, 
‘It’s me, O Lord, standing in the 
need of prayer.” 


Columbus Ledger 


A Georgia legislator found it 
necessary to take the floor of the 
House on a point of personal 
privilege to answer an attack 
made on him by the governor in 
letters written to persons in his 
home county. 

Rep. W. O. Carter of Hart 
County charged Gov. Griffin with 
attempting to purge him for his 
vote against the chief executive's 


until . 


Do 
and’lawmakers and further strengthening "other tangent. The Four Horsemen When one has “‘first given him- bill to increase rural roads fi- rte 
of the executive department at the ex- They propose to increase the uniform self to the Lord,” he invariably nancing by 50 million dollars. chi 

toga as allowances of policemen from the present prays for others. Every person he _‘It is granted that the governor ; 

pense of the legislative. : can one oe di has the right to write to hi Ed 

‘ite os $100 to $250 a year. They will not force Pulse of the Public eets who has a need is a name ha s hes 

The present Assembly, especially at 4, city to raise taxes to grant the pro- for his prayer list and such pray- friends at any time and on any Th, 

this: session, has shown a rare inde- posed $150 hike under the new proposal ers are the type that result in ac- subject he so desires. But even ap: 

pendence of which few citizens will dis- They will make fee-grabbing A Wh D f T ] L e la Ma tion. Not only does such aperson the governor now must realize , 
approve. By clamping the lid on unnec- of every police officer in the city instead ere O Some O 1ese e gts tors et pray but also he is willing to be- that the statements he made in 


essary administration spending proposals 
and through questioning and examining 
all legislation, the House and Senate 
have saved millions in taxpayers’ funds. 


Rejection of the unwise and polit- 
ically inspired proposal to add approx- 
imately 80 million dollars to the indebt- 
edness of the rural roads program we 
hope has checked a trend which inevitab- 
ly would lead to state bankruptcy. 


to raise whatever amount that would be 
required. ~ 

The legislators would make all City 
Court fines, including traffic cases, which 
exceed $3, subject to a $1 court cost. They 
would extend the evils of the outmoded 
fee system to Atlanta’s law enforcement 
machinery by an ill-advised, dangerous 
legislative act which could destroy the 


Their Hostile, Anti-Progress Attitudes? 


Chamblee—The bill to limit the 
age of students in the State Uni- 
versity System is another exam- 
ple of the negativism that seems 
so prevalent among our legisla- 
tors. Rather than looking in a pos- 
itive direction, it appears to be 


gratitude for their courage and 
skill in bringing the truth to 
light. 

MARION JONES. 


Mariettan Supports 


whose wives sacrifice and man- 
age households on minimum 
standard budgets to get us through 
school cannot learn new tricks 
and it is time somebody told us. 
It’s tough to be over the hill but 


come a part of the answer to his 
own prayer. Whether it be a phys- 


Marquis Childs 


‘Soapy’ Williams Is 


his letters were extremely ill-ad- 
vised. 


i % 


police department’s effectiveness. ; we might as well face it. Li F | C di I 
Gov. Griffin, who has supported pay We cannot believe the citizens of this a aim : many to —y im- RR Museum Idea Thank you, Mr. Hawkins, for LKEeC y an idate ten 
raises for many other state employes community want their policemen to be re- ce or slow any type Prog: Marietta — Leo Aikman’s pub- putting us in our place. M. 
ae Pele FURS I . Spenns Sr eee ee ee The educational level in our lication of the letter of Fred Hes- PRANELIN JURNGON. LANSING, Mich.—While the presidential am- wo 
that of any administration in history, op- own salaries. Such a precedent could be state is, in general, behind the ter’s j seattle torn bitions of Gov. G. Mennen Williams have hardly 4 of 
poses the raise. Presumably he would carried to ridiculous lengths, creating a rest of the country. “we ie Regn cag yas South been a secret in recent years, the redoubtable ike re 
block it. He is no doubt disturbed about police gestapo to ride herd on the civilian This bill and the bill te close that should have & railroad mw Leo Aikman “Soapy” has now charted his course irrevocably for 1960. He has atr 
the show of independence and refusal to population. If this fee-system tactic is the schools wil] place us farther seum. ’ done this by sanctioning the candidacy of his old friend and political ¢ 
go along with his excessive new spending adopted, future legislative delegations behind. Is it necessary to view JAS. J. DANIELL. R d T T ky — Lt. fa po A. ho for the Senate seat now held by a Re- Dr 
requests. would be pressured to up court costs at life in such a hostile, negative eee eaay 10 LaKe go efingggetitecesnines one ‘ai tlt’ thatheean ta 0h ‘ties thane wae 
If a pay raise will improve the qual- every session. way? The Constitution welcomes man of “. Bang the pica wr | lican vated boy hora ~y ro dia 
ity of the Legislature and give us mem- We reaffirm our belief that the police HARDEE LOWRANCE. expressions of opinion from To the Woods ground as Williams, will run in with even greater emphasis on ica 
bers who demonstrate integrity, wisdom department is underpaid and that the ; : readers for publication in this the congressional election this the iniquities of the whe by 
and independence, it’s a corking good board of aldermen should remedy the sit- Referendum Asked column. All letters are — The story is tailored for the last fall and more or less objective had so much to do with unioniza- I 
idea. The small amount involved, com- uation if funds can be found. But this On Fluoridation 9 a mh gp ie daze of the confused 1958 Georgia observers make him the odds-on tion of the auto industry wil 
pared with the ever-growing state budget, unwarranted and unwelcome meddling in engin, bet laws, @ General Assembly session. It’s an favorite. If this ‘identification can be of 
’ . ; . : and good taste. Since space is daptati from This that while “ ” 
. it overnment affairs b this legislative Atlanta—Whether or not At- ae a pta on means w Soapy made to stick, one of the Demo- sin 
might prove to be the best economy move €Ny & 4 ' lanta shall have fluoridated wat limited, letters must be kept 4 paragraph in will run for his sixth term as gov- crats’ most attracti didat 
delegation is the most unhealthy business {274 BVO SENS WaeE =e short-~-200 words oF les P P von Se Ee attractive candidates me 
of all. Certainly such service ane Cl poy a is not the business of the Atlanta pert : the Wall Street ernor and his re-election in No- will have been nullified. 
be expected at great personal sacrifice. , Chamb f Cc tis, Journal. The vember is a fairly safe bet, there In thei h f idat 
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that if this measure does not go through 
then Japan and all of Asia cannot do 
otherwise than turn to Russia for trade 
and assistance. If this happens then all 
America will suffer. This is a hard bit of 
reality which fits into our hard, exacting 
times. 

The Congress must somehow rise 
above party and local recession sentiment 
to assist the President to achieve success 
with his program. If foreign aid fails, 


pass. 

Highway safety, the marriage wait- 
ing period, the proposal to lift the office 
of county school superintendent to a pro- 
fessional education level—those are mat- 
ters the legislators cannot in good con- 
science neglect. 

There is also the bill now in the Sen- 
ate that would require the state to main- 
tain those sections of state highway with- 
in city limits. 


a cc 


Albert Riley 


Newsmen Unhappy 
About Ike’s Tour 


THOMASVILLE—Newsmen covering Presi- 


take to the woods.” 


ORGANIZED OPPOSITION: 
Speaking of legislators, Frank 
Twitty, the canny delegate from 
Mitchell County, is chairman of a 
committee that considered a pro- 
posed law to require registration 
of firearms. Frank says he was 
amazed at the antiregistration 
letters which came in from all 


Will Protectionists 
Win Tariff Battle? | 


WASHINGTON—The real test of President 


Eisenhower’s influence over his party has opened 
on Capitol Hill. It confronts him not on the issue 


Cc 


Having refused an allocation of the dent Eisenhower’s annual visit to Thomasville got over the nation. Many of them of missiles or unemployment or conversations with the Russians—but 


we will be forced to spend much more 
on a home-aid dole. 


Public Always Pays 
For ‘Special Privilege’ 


The State Board of Corrections prop- 
erly has voted to remove convicts from 
Wheeler County work camps. 


Across a span of years and in the face 
of warnings that laws were being vio- 
lated, these prisoners .admittedly have 
been used to do work for private citizens 
and for some state employes or officials. 

Why? 

Well, the answer is rather obvious. 


It illustrates why politics and poli- 
ticians have a bad name. 


Wheeler County Commissioner Oris 
Braswell says there was pressure from 
those who wanted special privileges, even 
though such privileges were against the 
law. Commissioner Braswell seemingly 
did not wish to offend influential people 
who might be helpful to him in being 

It is too bad the people who put the 
pressure on the commissioner can’t be 
exposed. At any rate the” people of 
Wheeler County probably know who got 
.the special favors. | 


. We do not believe the people of any 


| eounty want to be governed by special 
' privilege. . 


Special privilege ig an old and dis- 
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gasoline tax to cities for road mainte- 
nance, the least the Assembly can do to 
help the municipalities is to obligate the 
state to carry on the needed maintenance. 


Ouimby Melton Jr. 


Governor Is Advised 
To Put House in Order 


In the Griffin Daily News 


We who believe in states’ rights, the right 
of people to govern themselves on a local basis, 
will make considerable progress only when lo- 
cal government has the respect of the citizenry. 

As of today, our state government has a 
shining black eye. The Ports Authority is un- 
der investigation and facts which have been 
uncovered have the stench of an overripe 
mullet. 

Instead of displaying the statesmanship we 
Georgians had every right to expect, our top 
officials have played politics during most of 
the present session of the General Assembly. 

In a word, we are woefully disappointed in 
the turn Gov. Griffin’s administration has taken 
these past few weeks. 

_ Ask the average person on the street what 
he thinks of it and he will react with utter 
disgust. Nor do we blame him. 

We believe that there still is time for the 
governor to get his house in order. Marvin 


a mild case of jitters one day this week. It 


came late j in the afternoon when they learned the President had gone 
on an 80-mile drive through southwest Georgia while they cooled their 
heels in ignorance at the Scott Hotel. 


The White House press corps 
has come nearly 1,000 miles to 
keep up with the President’s ac- 
tivities. But the correspondents 
were not informed of Ike’s four- 
hour trip to Newton, Ga., 40 miles 
away, until after the Chief Execu- 
tive had returned to his vacation 
retreat at Milestone Plantation. 


Press Secretary James C. Hag- 


‘erty had told the reporters ear- 


lier in the afternoon that the 
President was just taking a drive 
around the Thomasville country- 
side with his host,. George M. 
Humphrey, and other guests. 


But it turned out, as Hagerty 
later informed the press, that Ike 
had gone all the way up to Rob- 
ert W. Woodruff’s Ichuaway Plan- 
tation at Newton. 


The newsmen, who are not al- 
lowed on the grounds at Milestone 
and have to get their news through 
Hagerty at the hotel, shuddered 
to think how badly they would 
have been caught off base if 
something had happened to the 
President while he was 40 miles 
away. Hagerty indicated that Ike 


and his friends did not originally 


set out to take such a long drive. 
But it was a pretty day and the 
first time he had been out of the 
house since his arrival five days 
earlier. So they decided to go on 
to Woodruff’s place. 

Ike no doubt preferred not to 
have a. caravan of reporters trail 


) 
me an & 


ing him and this is understand- 
able. But the newsmen have a 


.job to do and a public to keep in- 


formed and they weren't very 
happy about it. They get uneasy 
when they’re supposed to be cov- 
ering the President and he goes 
chasing off somewhere unknown 
to them. 

This is an old story, however, 
of a constant battle between men 
in the White House seeking pri- 
vacy and the reporters whose. job 
it is to keep the public informed. 

A presidential trip sometimes 
brings jitters to other folks, too, 
like the men who have to arrange 
hunting trips for the chief and try 
to see that he gets good shooting 
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enclosed pamphlets on the sub- 
ject. 


The committee killed the fire- 
arms bill. 


Rep. Twitty still thinks the 
law is needed. So do many oth- 
ers. 

* ¢ s 

DARKNESS TO LIGHT: Airman 
Don Harrell, hero of a week of 
simulated space flight, goes to 
New York today for radio and 
TV appearances. Having found 
out what it’s like to be sealed off 


- from the world for a week, he’s 


now destined to learn about life 
in a goldfish bowl. 
all *’ Ss 

OF ALL THINGS: So you know 
the Georgia lakes. Then maybe 
you can identify Lake Abana and 
Clara Mere. It will take an old- 
timer to do it. Let’s hear... . I 
went all the way to Arkansas to 
learn the ‘‘kraft’’ in kraft paper 
is German for “‘strong.” . . . The 
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on that ancient political controversy, the tariff. 


Now, as in the days of McKin- 
ley, the central issue is fairly 
simple. Who shall have the last 
word on letting foreign goods into 
the country—the Congress and the 
Tariff Commission or the Presi- 
dent? 

At no time since the Reciprocal 
Trade Agreements Act was passed 
in 1934 have the opponents of the 
bill seemed more confident. 

Various specific factors are 
working against the administra- 
tion. The rise in unemployment 
has made a deep impression on 


members of both parties. German ° 


and Japanese competition, both 
in the U.S. market and overseas, 
has increased since 1955. And in 
an election year local issues, par- 
ticularly unemployment, tend to 
prevail over larger and seeming- 
ly more remote international ques- 
tions. 

Nevertheless, t h e President 
must consider a great many criti- 
cal overseas economic problems. 
The Tariff Commission is obliged 


to concentrate on narrow specific . 


issues such as whether the im- 


at no time have U.S.-Canadian re- 
lations been more delicate. 


In this situation the President 
must decide whether it is more 
in the national interest to allow 


Canadian, Mexican and Peruvian . 
exports of lead and zinc to hurt ° 


U.S. miners in 26 states or risk 
the international dangers of a fur- 
ther deterioration of U.S. relations 
with those countries. 


The same kind of dilemma con- 
fronts the President over relations 
with West Germany, Britain and 
Japan. The Soviet Union is con- 
stantly holding out to West Ger- 
many the lure of a vast market 
stretching from the Oder through 
Eastern Europe, the Soviet Union 
and China to the Pacific. 

Similarly, Communist China is 
putting pressure on Japan to sell 


many .er deny these countries the 
right to sell to the Communist 
world if the:U.S. market is closed 
to German and Japanese exports 
The President is up against a 
protectionists who vote 

rt to help each other. 

general view here is that 
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$73 Million 
For Publie 


Plant Blast © 
Kills 6 Men 


CHICAGO, Feb. 19 (UP) — A 
casting furnace exploded today at 


Let Spain 
Into NATO, 


35, a foreman; Willie T. Southern, 
35; David W. Reynolds, 38; Wood- 
row Ware, 39; Marcell Ferguson, 
25; and Floyd E. Williams, 35. 
Injured were Gus West, 47, Minor 


many food uses, it is planted to 
replenish nitrogen-starved soil. 


that he hopes Spain may someday able matching funds from other ye regen oes were im- = WEST END’S MARKET PLENTY — 
become a member of NATO. governments, according to a posed LEADING 320 Ashb St, OF - 
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A HUG AND KISS FROM GRANDMOTHER RAY 
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other children 


Doctors End 
3-Day Study 
Clinic Here 


Doctors from the Southeast at- 
tending the Atlanta Graduate 
Medical Assembly Wednesday 
wound up their three-day session 
of study with emphasis placed on 
obstetrics, gynecology and pedi- 
atrics. 

Speakers Wednesday included 
Dr. Edwin L. Prien of Boston Uni- 
versity, who spoke first on the 
diagnostic implications of urolog- 
ical symptoms as normally seen 
by the general practitioner. 

Dr. Prien’s second talk dealt 
with the possibility of prevention 
of urinary stones by use of newer, 
simpler and less expensive regi- 
mens. 


Dr. Harold O. Peterson of the; — 


University of Minnesota, discussed 
X-ray readings in diagnosing 
ureteral trouble. 

Dr. Bayard Carter of Duke 
University, first spoke of the need 
for continuing training for the doc- 
tor to recognize some infections 
found in obstetrics and gynecol- 
ogy. His second talk dealt with a 
study of 60,000 cases showing: the 
problems of diagnosing certain 
types of cancer in women patients. 

Dr. Sidney S. Gellis, Boston 
University, showed a series of 
slides illustrating the great va- 
riety of disorders in children 
which can be diagnosed purely by 
inspection of the patient. His sec- 
ond talk dealt with anemias and 
other diseases due to drug therapy 
in children. 

Dr. John A. Wall, Baylor Uni- 
versity, spoke on the diagnosis of 
cancer of the uterus in two sepa- 
rate talks Wednesday afternoon. 
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anything. All of a sudden I found | 


myself running to the fire depart- 
ment to get help.” 


Another fire last June destroyed | 


Eddie’s family’s home at Dora- 
ville and they lost all possessions. 


He said he didn’t want the same | 


thing to happen to his grand- 
parents’ home. 

His mother, Mrs. Evelyn Phil- 
lips of 1698 Tugaloo Dr., NW, was 
astounded. 

Mrs. Phillips said Eddie was hit 
by a car while returning home 
frora school three weeks ago. 
Eddie injured his left leg and 


limped from a blood clot in the | 


knee. She said doctors were wait- | 
ing to see whether the clot would | 


dissolve before advising surgery 
Two years ago, he said, Eddie 
underwent heart surgery. Mrs. 
Phillips feared her son would 
never recuperate. The operation 
proved successful, but doctors told 
Eddie it would be a long time be- 
fore he could exercise normally. 


Parents Vow 
To Appeal 
Traffic Case 


Parents of a Decatur youth who 
was fined $25 and given a 30-day 
revocation of his driving license 
said Wednesday ead will appeal 
the penalty. 

W. E. Huff, 651 East Lake Dr., 
Decatur, said he will try to take 


the case to DeKalb pore | 


Court. 


Mr. and Mrs. Huff appeared 
Tuesday night before the Decatur 
City Commission to protest the 
traffic violation penalty given 
their 18-year-old son, W. E. Huff 
Jr., by Decatur City Recorder 
David Ansley. Ansley offered to 
resign if his decision was going 
to be questionad, but the commis- 
sion unanimousty endorsed it. 


Ansley said that the youth was 
charged with parking on a yellow 
curb. The police said they saw 
Huff parking his car and motioned 
for him to move it. They said he 
refused. 


He said Mrs. Huff conveyed to 
him the implication that the viola- 


than usual.” 


28 calls 


received 


Says Dorothy Rilkingtone, 464 Wood- 


ward Ave. 


“About 28 calls received.” 
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Envoy Asks 


By OSCAR JOHNSON 
The U.S. Ambassador to Spain 
said in Atlanta Wednesday that 
there is a “natural affinity’’ be- 
tween this country and Spain, and 


The tall, youthful diplomat said 
Spain is not now a member of the 
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Lodge also said he strongly 
favors Eisenhower’s requests for 
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Works Due 


By HERMAN HANCOCK 


Atlanta should expend some 
$73,000,000 to provide community 
facilities and public improve- 
ments by 1962, exclusive of avail- 


a multi-million-dollar urban re- 
newal program planned for At- 


at Reynolds Metal Co. plant, kill- 
ing six workers and _ injuring 
three others. The blast broke a 
three-inch gas main, touching off 
a fire that raged for an hour. 
The 63-acre plant, located in 
the suburb of McCook, is engaged 
in defense work and security re- 
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Supreme Court; and the Rt. Hon.; K. Nelson, president of the Geor- | 
Lord Hailsham, chairman of the! gia Bar Assn.; J. Ralph McClel-|* 
British Conservative Party. | land, president of Atlanta Bar|! 

Thursday’s session will get) Assn.; and Francis Shackelford, 
under way at 9 a.m. with wel-| president of the Lawyers Club of 
coming address by Gov. Grif-| Atlanta, will. also welcome the 
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HE DOESN’T GO FORMAL—ANTARCTICA, Feb. 
19—Carl Eklund, of the U.S. Fish and Wildlife 
Service Station at Atlanta, holds his choice as the 
glamor bird of the polar continent of Antarctica— 
the south polar skua. Eklund has just finished a 
term as leader of the International Geophysical 
Year’s Wilkes Station in Antarctica. The skua is a 
gull-like creature that lives on the ice, preys on 
young penguins, and is related to the jaeger, an | 
eacle-like fighting bird. | 


High ot 40 Forecast 
As Cold Ease 


Continued From Page 1 


| the court, and as such should de- 
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main supply of gas comes from | 
Southern Natural Gas Co. of Bir- | 
|mingham, which brings it in from | 
Texas, Louisiana and Mississippi. | 

He pointed out that normally | 
on a cold day the peak load would 
be 381 million cubic feet or gas 

a day. The cold wave is calling 
for over 500 million cubic feet of 
gas per day. 

Only one time previously since 
‘natural gas has been used in 
faced by Atlantans. It is a sys- NS trie = as mae 
temwide situation faced by the “i That was in 1940. However, 
gas company which serves more | the 1940 siege of coldness wasn’t 
than 50 communities in 29 Georgia preceded by an extended period 
counties. of coldness as the one was this 

Schools which have been closed | year. 
by the gas shortage have been 
asked to remain closed Thursday 
by the gas company. Included 
in the schools shut down are all 
DeKalb County schools, 67 Atlanta 


predicted a relief in the seige of | 
coldness which has gripped Geor- 
gia since last week, the Atlanta | 
Gas Light Co. issued another | 
warning, calling for extreme con- 
servation of natural gas. A spokes- 
man said that unless the situation | = 
is watched carefully, certain areas | 
served by the confpany may be | 
cut off entirely. 

The gas problem is not just one | 


Natural gas came to Georgia'| 
in 1930. 

While Georgia shivered in the 
worst cold wave since January, 


. 1940, bugs, insects, and other 
schools, most Fulton County ay Whine, ane 
schools, and six Decatur’schools. — oy been taking it on the 

Westminster School will remain “. ng : ‘ 
shut will all the | William E. Blasingame, direc-| 


Thursday as 
city’s parochial schools. 

In Macon, officials at Mercer 
University announced that the 
school will be closed until Mon- 
day because of the present gas 
shortage. 

George D. Connell, university | 
president, said that the shutdown 
would affect evening classes and | 


Seturday classes for teachers |“, 
glso. The insects weren’t wiped out | 


at Hospital re- | altogether,” he said, “but there) 
se — a se gv a will be a noticeable difference this | 


Thursday night at the Naval Air | summer.’ 
Station in Chamblee, has also can-| He pointed out that to rid man- | 
celed its meeting. | kind of insects for all time is just 

Gilmer County School Superin- | about impossible. ‘There are fos- 
tendent R. Everett Weeks said | SiS over 250 million years old 
Thursday night that his schools |which show imprints of the 
will remain closed for the re-| roach,” he said, “and we have 
mainder of the week and will | the same or similar type roaches 
open on Monday if the weather | today. So if they can survive the 
permits. Ice Age and other elements, they 

U.S. 78, which runs through Gil- | can survive our Georgia winters.” 
mer C ounty and serves as the! As the Big Freeze began to ease 
county’s main artery, is still iced | its grip on the state Wednesday, 
over. ‘there was a general outbreak of 

The U.S. Internal Revenue of- | broken water pipes and the set- | 
fice located in the Peachtree-Bak- | ting off of fire-alarm sprinklers. | 
er building will be open Thursday. | The situation probably will worsen | 
Other federal government offices | as the weather warms up even 
will remain closed. ‘more on Thursday and Friday. 

Southern Technical Institute at 
Chamblee will be closed Thurs- 
day and Friday. The college has | 
been forced to close because of a | 
coal shortage at the Naval Air 
Station, which provides heat to 
Southern Tech. The school plans 
to reopen Monday. 

Atlanta Gas Light Co. said | 
Wednesday that natural gas is be- 
ing shipped in from points as far | 
away as New Mexico. The ship- | : | 
ments are coming in fast but rail Continued From Page 1) 


tie-ups may slow them. Capt. Eugene Portwood, 40, of 
Ordinarily the gas company’s | 4989 Covington Rd., Decatur, was | 
tanks holds 4,790,000 gallons of|treated at Grady Hospital for a| 
liquid propane gas and are refilled | hack injury. Fireman Jesse H. | 
once a year under normal circum- | Hicks, 53, of 1247 Peachtree View | 
stances. But the frigid drop | Rd., NW, was overcome by smoke 
around Georgia during the first | and treated at Grady. 
two weeks of February has con-| Walls of the building started 
sumed more than 4,811,532 gal-| caving in shortly before 8 p.m. | 
lons. The firemen climbed on the | 
So far this winter, according to | roofs of three adjacent apartment 
calculations up through Tuesday | buildings and after four hours | 
afternoon, the gas company had | gave word that other buildings in 
used more than 13,800,000 gallons. | the Briar Hill Apartments group | 
Rock G. Taber, president of the | were no jonger in danger. 
Atlanta Gas Co., said Wednesday! Fire Chief Floyd M. Honea said, | 
afternoon that “‘under normal cir- | ‘When we got there the smoke | 
cumstances the tanks used by the | was so thick that we could not | 
company would care for normal | get inside the building.” | 
emergencies, which they have! The firemen were still pouring | 
cone prior to the severe jolt of | water on the fire after midnight. | 
weather.”’ Mr. Meyer, father of Sylvan | 
He said that recently his com-}| Meyer, editor of the Gainesville | 
pany spent more than six million | Daily Times, said he received a - 
dollars to provide for such emer-/call from a neighbor over the | 
gencies. “I am thankful to say|phone in his automobile. Mr. 
we were ready, and if we had not | Meyer is general manager of a 
been, we would have been in more | wholesale firm. “I got home as 
serious trouble than we are now,” | quickly as I could,” he said, but 


tor of the state department of} 
entomology, said that the cold 
spell had been beneficial in rid- 
ding the state of some of its 
insects and pests. Probably hit! 
hardest by the icy conditions is’ 
'the screw worm, which costs| 
south Georgia farmers millions! 
of dollars per year in losses to'| 
‘cattle and other farm animals. | 


Flames Lev el 


Apartment 
House Here 


unjust criticism. 


U.N. President Munro Says Here 


Continued From Page 1 


House of Delegates will open their 
meetings Saturday at the Bilt- 
here this and next week, Rhyne 
said he could only speak his per- 
sonal feelings about questions 
asked and could not speak for the 
association. 


In answer to a question, he said 
that he thought justices of the 
U.S. Supreme Court should have 
prior judicial experience before 
being appointed to the highest 
court in the land. 

“I do not mean that as any 
personal criticism of any present 
or past members,” the lawyer 
said. “Some of our greatest jus- 
tices had no prior experience be- 
fore taking their places on the 
Supreme Court bench.” 

Rhyne said that he did not ad- 
vocate any legislation to support 
his views. 

“That would be taking some of 
the constitutional powers away 
from the President,” he said. “J 
would just like to see a precedent 
set of appointing former judges 
of lower courts to the highest 
bench.”’ 

Rhyne sald that he had been 
making a great many talks to 
groups of lawyers asking that 
they defend the courts against 


“Each lawyer is an officer of 


-— ———_-~ ee 


fend it,” Rhyne said. “I do not 
mean that each decision should 
remain unquestioned but that the 
court itself should not be subject- 


ed to undue criticism. In other 
words, be critical of decisions but 
not of judges.”’ 

Sir Leslie discussed the ques- 
tion of union of several Arab 
states. 


“If my Arab friends desire uni- 
ty, it is a matter primarily for 
themselves to decide,’’ he said. 
“The nature of that unity might 
become a matter or study by 
other countries. It is really far 
too early to make comment on 
what these federations of states 
will mean.” 


Lawyers from all over the coun- 
try began gathering in Atlanta 
Wednesday night for a double ses- 
sion of American Bar. Assn. 
groups. 

The meeting, which will last 
from Thursday through Tuesday, 
is a combined meeting of the 
Southern Regional meeting of the 
ABA and a semiannual meeting of 
the ABA House of Delegates, the 
policy-making group of the law- 
yers association. 

Main speakers Thursday will 
include ABA President Rhyne: 
the Hon. John D. Lodge, US. 
ambassador to Spain; Gen. David 
Sarnoff, board chairman, Radio 
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It was more than twenty years ago that he 
drove his first Cadillac home—and since then 


he has re-enacted that event a dozen times. 


Now here he is—arriving once again with the 
’, And as 
often as he has experienced this happy home- 


newest version of the 


coming, he has never found it more satisfying 


than it is today. 


“car of cars’ 


: 


fin, 
Corp. of America; and Sir Leslie 


and Mayor Hartsfield. Carl 


visiting attorneys. 


_ RESINOL 


. 
Sd 

Quick! 
clieved, | 
I 
. 


Promoted 
| by Soothing, Super-Lenolated 


Munro. 

Between 1,500 and 2,000 attor- ® 
neys are expected to attend the | 
sessions, first of which will be’ 
the Southern Regional meeting at | 
the Dinkler Plaza. 

Included among fater speakers 
will be Thomas E. Dewey, former | 
governor of New York and twice | 
candidate for president; Associate | 
Justice Tom Clark of the U. S.| 


(Advertisement) 


Life Before Birth’ 


@ Babies begin with a fertilized | 
egg about as big as the dot on 
this i. Thirty-one days later a 
tiny heart begins to beat. 
Here’s the step-by-step story 
of the mysterious miracle | 
which precedes birth — the 
marvelous process which has, | 
from time immemorial, pro- | 


duced us all.’ Read “Life Be- | 
fore Birth”—one of 40 articles | 
condensed from the world’s | 
leading magazines and books | 
—in March Reader’s Digest. | 
On sale at your newsstand now. | 


ee — eS — I 


American Air Lines 
in cooperation with 


ee 


Luxury thru-flights daily direct to 


[lalifornia 


Fastest way... no changing planes 


via Golden Crown DC-7’s and World-famous DC-6’s 


Delta Air Lines 


Phone: JAckson 4-3242 or call your Travel Agent 
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inst... fut His frinest | 


expression yet of everything a Cadillac can be! 
Here, for instance, is Cadillac’s leadership in 
styling and luxury at its emphatic best. 
Here, too, is Cadillac’s great heritage of fine 
performance and riding ease brought to a new 
high level of perfection. 


And here is Cadillac’s exclusive Fleetwood 
coacherafting . . . and Cadillac’s world-famous 


all advanced in their fullest possible measure, 
Certainly then, you owe it to yourself to see 
and drive this new Standard of the World. 


Your dealer will be delighted to arrange for 
an inspection and demonstration of your 
favorite Cadillac—whether it might be the 
Sixty-Two Coupe or the Eldorado Brougham. 


If it’s to be your first—or your twelfth— 
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he added. he was too late to get anything For this is the Cadillac of 1958! And here,as dependability and safety . .. and Cadillac’s you will find it a revelation in everything Fi 
Taber said that his company’s ee ee ‘ie teie” we he has already discovered, is the most glorious _great value and soundness of investment... that makes a Cadillac... a Cadillac! Im 
A. Greenblatt, widow of the ee 
thor amin Wreck | VISIT YOUR LOCAL AUTHORIZED CADILLAC DEALER ser 
stan, “pect "at Morris Light the Way to Safety~Aim Your Headlights + ie yr Every Window of Every Cadillac is Safety Plate Glass : 
MS, mills and buildi | : 4 | Pa ° . . . wonwano FROM FIFTY 
tte tack cast ae our Authorized Cadillac Distributor in Atlanta is 


man; I. G. Ely, partner in the 
I. G. Ely & Co., wholesale novelty 
firm, and Mrs. Ely, and Mrs.| 
| Herman Gross. 
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SHOP EVERY THURSDAY _AND FRIDAY NIGHTS hast: 


SEARS 


ROEBUCK AND CO. 


e 
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Enjoy the warmth and beauty you ve | 

‘ dreamed of in your home 7 


Phone for Harmony House 


Complete, Shop-at-Home 
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@ Custom-made draperies 
and hardware 


@ Slipcovers @ Bedspreads © 


@ Cornices e@ Upholstery ie 


Now you can beautify your 
home, reupholster or slipcover 


+4 rs wide ; : * mf SNe fe ‘ a VE Ae sy Pee 
your furniture, change your ~ OR a Sart Sen Rar Te eres eae wy 
decor with refreshing new . 3 rooms nee he Se COSA Aare eS EN. Thick 
drapes without taking a step ’ { Recetas fhe Se oy Ant rake 9 fg 
from your home! Just phone ~ ° vas OA Rae sat on 
your nearest Sears for custom ie completely installed ; ; os Uris tuce M SEN ee y Ra On- N lon 
services. No obligation. ie CLUE. . Peace toe y y 
2 Sy teen tthe Oo 
34 sq. yds.—wall-to-wall : 
B45. 
XG estan 9 9 7746 twist 
Regular 265.90 
| broadloom 
677 Ponce de Leon “ane REG. $5.50 
Sale! 4g” Barkcloth TRinity 5-8211 2 i® 
Ext. 511 7 : 
Regularly $1.39 Yard! Cc /i  @ 7 yat-dyed brilliant colors in tweed effect patterns! 
Decorator Colors! vd 895 Gordon St. C4 
| PLaza 8-451] = . ‘ 
P41 Sensational savings on strikingly beautiful barkcloths Ext. 286 Ld ® Loop pile twist tufted to plasticized latex backing! SQUARE 
: att in metallic overprinted, novelty and textured patterns. ; 
met From full bolta . .. all first quality! . smal YARD 
. ® Long wearing surface pile treated to resist soiling! 


aie ier oul “ a YZy Our professional consultants } 


: 4 56 gee Se ein, : ee will bring factory samples and | 


Every yard absolutely first quality! 9, 12-ft. widths! 


Check the savings on these typical room sizes: 


a wealth of ideas to your home! 9 | 
z P You get the assurance of guar- [7 ° — SIZE | REG. | SALE | SAVE — 
Buy with Confidence ... anteed workmanship, avoid [i FREE Shop-at-Home Service _9x12-ft. | 69.60 [56.88 | 12.72_ 
: i : costly errors and reap the sav- [7 (9. Sears trained carpet consultants will bring samples to your home, 9x1 o-ft. | 86.10 | 70.20 | 1 3.90 — 
every item Sea rs ses IS: ings of Sears low prices! be adres, we enh and give estimates on your carpet needs . . . com- 12x15-ft. | 114.80 me 93.60 | 21.20 
‘ : = pletely without obligation! 12x18-ft. SE AA 
guaranteed first quality! 4 lL an aba eed Mons 


ONLY ‘5 DOWN ishi . . . $10 down on purchases over $200! 
BIG features BIG value _BIG : size 4-PIECE BEDROOM 
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Compare elsewhere at tk Ng APSR 
. a cee s : ae S , y Bookcase bed 
$49.98 and more! Twin Size oe 6-drawer chest 


3.50 Down 


56” double dresser 
Plate glass mirror 


Full size mattress or box spring ............... 34.99 
Imagine this luxurious Harmony House bench assembled quality at such a 


sensational low price! Quality features include white sisal padding over no gaia dings 2 e 5-ply oak veneer Sits and tops... sleek e All joints glued and dovetail-joined for 
24.99 limed oak finish! , extra strength! 


thousands of layers of felted cotton, neatly taped edges, aluminum vents ie 
and cord handles. Buy both for super-soft 810-coil comfort, and save! . ee 


e Extra large dresser has center-guided, dust- © Modern massive styling set off with polished 
proofed drawers! brass trim! 


"Satisfaction guaraate teed or your mouty back \t ARS Hortheant Wet End EW ae 1915 Renuald 


677 Ponce de Leon Avenue 895 Gordon Street, $.W Phone 74211 
plenty of porking g. wse e€csy rTrerms or re volving cnmarce TRinity 5-821) Plaza 8-453] 
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Leg'slators from municipal cen- 
ters. hailed the bill as a measure 
to give cities much needed finan- 
cial relief. 

The Senate bill waters down a 
House bill that called for the 
highway department to maintain 
all state highways that go through 
cities of over 5,000 population. 

(The highway department now 
maintains its roads through cities 
unaer 5,000.) 

Appearing in opposition to the 
House bill that was pending in the 
Senate were State highway de- 
parment officials and a county 
commissioner. 

“I'm speaking frankly as a 
county commissioner,” said John 
Edwards of Troup County. “I 
don’t think it’d help rural coun- 
ties.”” 

Edwards said the highway de- 
partment is not adequately main- 
taining roads as it is and to main- 
tain highways in cities would take 
away money from rural counties. 

M. L. Shadburn, state highway 
engineer, said to bring the state’s 
highways into first class shape 
would cost $40,000,000 and the de- 
partment now receives only $9,- 
000,000 for maintenance. 


Shadburn and Benton Odom, 
highwoy treasurer, said they didn’t 
like the House bill and the de- 
partment didn’t have the money 
to do the job. 

Sen. Charlie Brown of Atlanta, 


Self-Insuring 
For State 
Is Given Up 


A measure to let the state in- 
sure its own property apparently 
is dead for this session. 

Chairman Howard Overby of 
the House State of Republic Com- 
mittee, which heard testimony for 
and against the bill Tuesday, said 
Wednesday the bill’s author 
“called me this morning and said 
he did not wish to push it fur- 
ther.” 


Rep. Fred Walker of Lowndes 
County, who appeared in behalf 
of the measure Tuesday, ran into 
considerable opposition on the 
measure from insurance agents 
and from Insurance Commissioner 
Zack D. Cravey. 

Walker contended the bill would 
help save money on insurance. 
Cravey said the proposal amount- 
ed to “creeping socialism.” 


approved a House resolution to 


tion to hang a picture of Herman 
_E» Talmadge in the Capitol; 


Meanwhile, DeKalb Rep. James | 


A. Mackay said he had been given | nominee from the ballot and leave | of Georgia that have a problem 


¢ Senate Panel Okays 
Road Aid for Cities 


By CHARLES MOORE 


The Senate Highway Committee Wednesday ap- 
proved a bill to direct the State Highway Department 
to spend as much money, on a per mile basis, on main- 
* taining highways in cities as they do outside. 


addressing the Senate group, said 
the House bill ‘‘not only was right 
in principle but is a good thing.” 

W. E. George, executive secre- 
tary of the Georgia Assn. of Mu- 
nicipalities, pointed out the major- 
ity of taxpayers live in cities in 
the state. 

“he people in our cities in 
Georgia are paying more and get- 
ting Jess than in any other state | 
in the Union,’’ George said. 
“FAIR PLAY” 

Rep. Wilson Brooks of Atlanta 
said the bill was a matter of ‘‘fair 
play” in that it would treat larger 
counties the same as smaller 
ones. 


The Senate passed without de- 
bate or opposition a House reso- 
lution to appoint a study com- 
mittee to examine laws relating 
to cooperative communities such 
as the bi-racial farm colony, 
Koinonia, near Americus. The 
measure was described privately 
by one of the committee mem- 
bers who passed it out as ‘“‘an 
innocuous little resolution which 
lets a committee of lawyers see 
if we have adequate laws against 
people bombing themselves.” 


In rapid order the Senate also 


name a bridge across Turkey 
Creek near Allentown E. Cuyler 
Adams bridge for a retired mail 
carrier; passed a House resolu- 


au- 
thorized the @ommissioner of 
agriculture to establish educa- 
tional exhibits at fairs. 


On motion of Sen. Charlie 
Brown of Atlanta, the Senate 
passed a House resolution which 
would permit the state to sell a 
small tract of property on the 
Western and Atlantic Railroad 
near the river. Sen. Brown said 
the land had not been used since 
1948 and is needed by the Sonoco 
plant, whose property adjoins it, 
for expansion. He said the prop- 
erty would be sold on a bid 
basis. 


JEKYLL TOLL 
Also unopposed was a resolu- 
tion introduced by the Glynn 


County delegation asking the toll 
bridge authority to allow annual 


rates on the Sidney Lanier bridge 
to Jekyll Island. The motion 
stated annual rates would aid in 
the development of the island. 
The measure has already been 
passed by the House. 

The Senate Rules Committee 
Wednesday approved a House 
bill that would make it easier 
for the state Democratic Party | 
to bolt the national party in a | 


presidential election. 
The bill would remove the 
names of the national party’s| 


some erroneous information which | only the names.of the Georgia’ 


he gave to reporters about the | presidential electors. | 
election out- | 


1954 gubernatorial 


come in Brooks County, home of | 


a legislator who made a success- | 


ful motion before the committee 
Tuesday to kill Mackay’s bill to 
revise the county unit system. 


carried Brooks County in 1954, | 
when Gov. Marvin Griffin actu- 
ally took the two-unit county. 
Brooks is the home of Rep. 


| 
| 
| 


} 


_turning your electors loose,” 
Mackay said he had been erro- | Senator Peyton Hawes of Elber- 
neously told that M. E. Thompson | ton. 


The Senate committee, how- 
ever, tagged on an amendment 
that would limit the effective- 
ness of the bill for four years. 
“Otherwise that’s permanently 
said 


_ORDINARIES’ RETIREMENT 
A House bill providing retire- 


Sheffield, who made the motion to | Postponed to Thursday. | 


kill Mackay’s bill. 


Active Voters Pian 
Forum on Legislature 


An “evaluation” of work 
done by the 1958 General As- 
sembly will be the topic for dis- 
cussion of the Active Voters at 
a public forum at 8 p.m. Thurs- 
day at Central Congregational 
Church. 

Hamilton Lokey, 
ton County representative, will 
be moderator of the discussion. 
Panel members will include 
James Mackay of DeKalb Coun- 
ty and “Muggsy”’ Smith of Ful- 
ton, both legislators; James 
O’Hear Sanders, chairman Ac- 
tive Voters legislative commit- 
tee, and Morris Abram, Atlanta 
attorney. 


_EMPLOYMENT AIDS 


former Ful- | 


' 


Among other bills passed by the | 


| Senate were bills that would: | 


Increase the pensions of the | 


“*34 to 38” widows of Confederate | 
soldiers from $75 to $110 a month. 

Permit _juries to reduce the 
punishment of certain felonies to 
misdemeanors. 

Make a prime contractor liable 
for damages done by a subcon- 
tractor. 


Place want ad sections of out 
of state newspapers in state em- 


‘tion bill and said he would sup- 


| declared. 


ployment offices. 


Establish a State Port Claims | 


Act. 

The Port Claims Act would 
make the state liable in court for 
damages done by a state em- 
ployee provided the damage is 
under $5,000. 

Sen. Peyton Hawes of Elber- 
ton, speaking against the bill, 


BANKRUPT SALE!!! 


NEAL’S APPLIANCE & FURNITURE CO. famous brands 


of living room, dining room, bedroom suites: 


Drexel, 


Mengel, Williams, Kroehler and others. 


APPLIANCES, Gas Ranges, Lamps, Chairs and Tables, 


brond new 


sacrificed prices 


Save 


“tee 


LAST 
DAY 


MEER EDS Pewee: 


tone Mountain Rd 


Big stock to select from. All to be sold at 


Vo PRICE 
SAT., FEB. 22nd 


and 
More!! 


LAST 
DAY 


Neal's | Aepnanee & Furniture Co. 


Ga 


Avondale Estates, 


Bill Defines Reward 


For First Oil Well 


The Senate passed a Dill 
Wednesday to stop the ‘‘fuss- 
ing” over the state grant of 
$250,000 for Georgia’s first com- 
mercial oi] well that hasn’t even 
been drilled. — 

Sen. W. Ellison Dunn of Don- 
alsonville told Senate members 
a crew is getting ready to drill 
an oil well in Seminole County 
“and they are already fussing 
over who is going to get the 
money.” 

The Senate bill would give 
$50,000 to the land owner, $100,- 
000 to the company financing 
the well, $87,500 to the driller 
and $12,500 to the workmen who 
bring in the first commercial oil 
well in the state. 


said it would open the gates for 
a “flood of suits.” 

Sen. Bobby Lee Cook of Sum- 
merville said the act would per- 
mit ports to handle suits that 
are now being settled by a legisla- 


tive committee. 


ATLANTA AREA BILLS 


Police Uniforms Plan 


May Kill Holidays Bill 


By RICHARD 


ASHWORTH 


Opposition to a proposed method of financing a $150 
increase in Atlanta policemen’s uniform allowances 
threatened Wednesday to cause defeat of a bill which 
also gives policemen seven holidays yearly. 


The Fulton County delegation 
Wednesday morning decided to 


give the uniforms allowance in- 
crease in lieu of a controversial 
overtime pay proposal hotly pro- 
tested by Mayor Hartsfield and 
other city officials. 

At the same time the legislators 
decided to finance the uniforms 
allowance increase—which would 
give officers $250 yearly for uni- 
forms—by adding $1 to all Atlanta 
Municipal Court fines over $3. 

Sen. Charlie Brown, at the re- 
quest of the three House mem- 
bers, added the provisions in an 
amendment to a House-approved 
bill to give the officers the holi- 
days. The financing proposal was 


Vandiver’s Voter Curbs 
Win, 134-40, in House 


Continued From Page 1 


of parliamentary maneuvering 
between the Vandiver and Grif- 
fin factions over the voter reg- 
istration question. 


Rep. Robert L. Russell of Bar- 
row, Vandiver’s brother-in-law, 
moved early in the day to take 
the voter registration bill from 
the House State of the Republic 
Committee, where it has been 
languishing since early in the 
session, and putting it in the 
Rules Committee. 


82-50 VOTE 


The House backed Russell's 
move, over the opposition of ad- 
ministration forces, by a vote of 
82 to 50. 


Shortly after noon, the Rules 
Committee approved the measure 
and put it on the calendar to be 
considered at the call of Speaker 
Marvin Moate. 

When Moate called up the bill 
for debate, Rep. William R. Kil- 
lian of Glynn protested it was 
out of order because it had been 
offered as a substitute for the 
Griffin voter bills on Tuesday. 
The substitute was tabled along 
with the governor’s proposal. 

However, Moate overruled Kil- 
lian’s objection and directed the 
House to proceed with the Vandiv- 
er-backed bill. 

During the day, Hawkins of- 


fered the $1 registration fee as a 
‘little amendment.”” The poll tax 
was a major feature of Griffin’s 
defeated measure. 


PUT TEETH INTO MEASURE 


Hawkins said his amendment 
would put teeth into the registra- 


_port the measure if the amend- 
| ment were adopted. 

“You will have done something 
for this bill and you will have 
done something for the counties 


with Negro registration,”’ Hawkins 


Rep. Frank 8. Twitty of' 


‘urged against any change in pres- 


Mitchell, a Vandiver leader in 
the House, took the floor to op- 
pose Hawkins’ poll tax proposals 
to plug for passage of the bill. 

“There has been some misap- 
prehension on how the lieutenant 
governor and his friends stand on 
voter registration,’”’ Twitty said. 

“IT want to tell you here and 
now that all of us favor as strin- 
gent voter qualifications as pos- 
sible,”’ he said. 

But Twitty said he did not ‘“‘be- 
lieve in taxing a man’s right to 
vote.”” He said repeal of the poll 
tax had been a good thing for the 
state. 

“Let’s tighten voter qualifica- 
tions, but let’s not put a tax on a 
man’s right to vote,”’ he said. 


REGISTRARS’ WEAPON 


He said the bill would give local 
registrars the “weapon” they 
need to combat “‘insidious organi- 
zations” such as the NAACP by 
keeping off the registration rolls 
those ‘‘who ought not to be there.” 

“Let’s give the local registrars 
the weapon they need to preserve 
the Southern way of life as we 
know it in Georgia,” Twitty said. 

Rep. Raymond M. Reed of Cobb 
County warned that the NAACP 
would ‘“‘school’”” Negroes to en- 
able them to pass the 30-question 
test proposed by the bill. 

“But who is going to school the 
poor white people who can’t pass 


the test?”” Reed asked. “If you 
want to play into the hands of the 
NAACP, this test will do it.” 


Rep. William M. Campbell of 
Walker County warned that meas- 
ures such as the voting bill would 
“drive the Negroes into the 
NAACP.”’ 

“We haven't got the Negro 
problem in our county that some 
of you have,’’ Campbell said. ‘‘We 
control them and we don’t have to 
come to the Legislature and ask 
for help to do it.” 

Rep. W. K. Smith of Bryan 


ent voting laws. 


added as the delegation’s answer 
to the city’s previous claim that 
it lacked the money to raise po- 
licemen’s salaries. 


The amended bill was approved 
by the Senate County and Munici- 
pal Governments Committee and 
will be voted on by the Senate 
Thursday. Following passage it 
would be transmitted back to the 
House for agreement with the 
amendment. 


The $1 addition to fines proposal 
brought protests from the mayor, 
from policemen who are seeking 
the raise and from DeKalb Coun- 
ty legislators. R. D. (Doc) Sims, 
spokesman for the officers, asked 
the senator to remove this from 
the amendment. 


“That’s bad,” Sims said. “If 
that’s put on, policemen will have 
to fight every drunk they pick up 
because he will accuse them of 
arresting him just to help pay for 
his uniform allowances.” 


LEFT TO HOUSE 


Brown declined to remove the 
provision, saying the delegation 
had agreed on it. He said it could 
be removed in the House. 


In the House, all three members 
of the DeKalb delegation—which 
must pass on legislative matters 
affecting Atlanta—are opposed to 
the increase in fines. 


Meanwhile, the House State of 
Republic Committee approved 
Sen. Brown’s voting machine 
regulations bill, although Chair- 
man Howard Overby told the com- 
mittee the local legislators were 
not in agreement on the bill. 


Both Rep. M. M. (Muggsy) 
Smith and some members of the 
DeKalb delegation have indicated 
opposition to the measure drawn 
by attorney William G. MacRae. 
They indicated the bill will either 
be sent back to the committee or 
allowed to die in the House. 


SIX TO GRIFFIN 


Meanwhile, a number of local 
bills were approved in last-minute 
actions in the House and Senate. 
Six House-approved measures 
cleared the Senate and are ready 
for the governor’s signature, while 
two Senate measures applying to 
Fulton were passed in the House. 


The measures approved by the 
Senate were changes in East 
Point and College Park charters, 
a changing of Jonesboro’s limits, 
an amendment to Atlanta’s char- 
ter and an amendment to Fulton 
pension systems. 

The Senate bills approved in the 
House were bills reinstating Ful- 
ton tax arbitration laws that were 
inadvertenly repealled and set- 
ting up a separate office of clerk 
of the Fulton Criminal Court. 

The House approved four other 
local measures and sent them to 
the Senate. They are bills to give 
Sol. Gen. Paul Webb’s investiga- 
tors arresting powers, to raise the 
solicitor’s pay to a total of $20,000 
yearly, to amend firemen’s pen- 
sions and to set up a commission 


'to study possible merger of At- 


lanta and Fulton schools. 


Virginians Save on Fire Insurance 


Continued From Page 1 


approved by the State Corpora- 


tion Commission. Also, the 1928 


John | Ment benefits for ordinaries was | laws set up machinery for an an- 


nual review of the rates. 


Acting under the new laws, the 
late Judge Louis S. Epes of the 
corporation commission set forth 
a rate formula that is still used. 
The, Aetna Insurance Co., and 
about 160 others, fought the rate 
formula up to the Virginia Su- 
preme Court and: lost. It hasn’t 
been contested since. 


It is the Epes formula that has 
produced fire insurance rate re- 
ductions in Virginia almost every 
year since 1928. 


FORMULA GIVEN 


The formula can be briefly 
stated this way: 

For each dollar of income, the 
companies are allowed 50.25 cents 
for fire losses, 40 cents for ex- 
penses (of which 20 cents is the 
agent’s commission), 5 cents for 
profits, and 2.25 cents for catas- 
trophes. 

The 2.25 cents goes into the 
company’s surplus awaiting the 
day when—experience has shown 
—it will be needed to pay claims 
on a “conflagration’”’ — which is 
the Bureau of Insurance’s term 
for a million-dollar-plus fire. 

Annually the Bureau of Insur- 
ance reviews fire losses and in- 
surance company income for the 
preceding five years. If losses 
don’t add up to 50.25 per cent 
of income—and they seldom have 
since 1928—a rate reduction is 
ordered by the corporation com- 
mission. 

So there won’t be any misun- 
derstanding over what is income, 
the formula defines it as: 


EARNED PREMIUMS 


Earned premiums, plus interest 
earned on 55 per cent of the un- 
earned premium reserve. (Un- 
earned premiums are premiums 
paid more than six months in ad- 
vance—or premiums for _ insur- 
ance on which the company will 
not incur any risk for.six months 
or more. The corporation com- 
mission allows the companies to 
invest up to 55 per cent of 

ned premium reserve. ) 


in all this is the 
of & per cent. 
/ 


However, in practice the com- 
panies usually earn more. 

In an era of declining fire 
losses, as Virginia is experiencing, 
losses may be less than 50 per 
cent. And it will be a year before 
the corporation commission 
catches up and. reduces rates. 

In May of last year, for ex- 
ample, the corporation commis- 
sion reduced fire rates by a 
total of $700,000 when it found 
that losses had declined and prof- 
its had averaged about 3 per cent 
above the permissible 5 per cent. 


POCKET EXCESS 


Rates were reduced, but the 
companies had pocketed the ex- 
cess earnings. But earnings of 8 
per cent are not greater than pub- 
lic utilities, for example, have 
been allowed in some recent 
cases. 

Under the Virginia system of 
annual examination of insurance 
company books, officials feel, 
profits can’t soar much above the 
permissible level for long. 

Virginia’s Commissioner of In- 
surance, T. Nelson Parker, said 
yesterday: 

“‘We have, I guess, the best and 
strictest regulated state in the 
country. The commission keeps its 
finger on rates pretty well.’ 
Parker said the Virginia fire rates 
are lower than any Southern state 
east of the Mississippi. 


VIRGINIA LOWER .| 


For example, Virginia rates on 
four selected property classes of 
the National Board of Fire Under- 
writers are as follows. All are 
for frame dwellings with approved 
roofs: K 

Class 3—13 cents per $100 of 
insurance. Class 6~14 cents. Class 
10—26 cents. Farm (owner occu- 
pied)—45 cents. 

The rates for those classes for 
the years 1952, 1953, 1954, 1955, 
1956 in that annual order were: 

Class 3 — 17 cents, 16 cents, 16 
cents, 13 cents. | 

Class 6 — 18 cents, 17 cents, 17. 
cents, 14 cents, 14 cents. 

Class 10 — 26 cents each Age 

Farm — 45 cents each y 


and extended coverage, $40,716,- 
375. Total losses, $18,130,979. 

Total premiums written for fire 
alone, $29,303,511. Total losses, 
$11,299,861. 

Virginia’s Bureau of Insurance 
is a 50-person division of the cor- 
poration commission. Insurance 
Commissioner Parker is directly 
responsible to the three judges of 
the corporation commission, and 
he serves at their pleasure. 


Virginia has had only three in- 
surance commissioners in the past 
50 years. Judges of the corpora- 
tion commission, likewise, enjoy 
long tenure. The obvious result is 
to remove them from political 
pressures. 


STAFF OF EXPERTS 


Working under the insurance 
commissioner is a staff of ex- 


perts — an actuary, four rate 
analysts, eight auditors, several 
claims investigators, and the 


state fire marshal who investi- 
gates arson and administers fire 
safety laws. 


Those personnel are in addition 
to the bigger staff of the corpora- 
tion commission, also available 
for insurance rate cases as well 
as other regulatory matters. 

To finance the Bureau of In- 
surance, state law annually as- 
sesses each insurance company 
doing business in Virginia one- 
tenth of one per cent of its writ- 
ten premiums during the preced- 
ing year. 


ASSESS COMPANIES 


Insurance companies are as- 
sessed for another agency too— 
the Virginia Insurance Rating Bu- 
reau. The rating bureau performs 
inspection, services for the com- 


are any rate revisions the insur. 
ance, companies seek. The corpo- 
ration commission, acting on 


recommendations ‘of the Bureau 


Peace Perfume Machine 


Greeted Warily in House 


Speaker Marvin Moate named a highly informal committee of 
one Wednesday to study a machine alleged to dispense “peace- 
making’’ perfume at public gatherings. 


Rep. George T. Bagby of Pauld- 
ing read to the House a letter he 
said Gov. Griffin received from 
an international perfume concern, 
advertising a machine which dis- 
penses sweet-smelling bubbles 
having a “drastic calming effect 
on a@ man’s ‘anger mechanism’ 

. « (and creating) reactions of 
admiration and friendship, rather 
than dislike and enmity.” 

“Mr. Speaker,” Bagby declared, 
“I'd like to have a committee go 
to New York and see if we can 
get one of these machines and get 


Hungarian Promoted 


VIENNA, Feb. 19 (UP)—Janos 
Peter, chairman of the office of 
cultural relations with foreign 
countries, has been appointed 
first deputy foreign minister, said 
Radio Budapest today. He suc- 
ceeded Endre Sik, who was 
named foreign minister last week. 


| 


it back down here for the next 
session.” 

“I name the gentleman from 
Paulding as a committee of one,”’ 
Moate announced. 


“To serve without pay,” several 
House members chimed in. 


Boy, 7, Dies 


In Refrigerator 


GAFFNEY, S.C., Feb. 19 (#. 
A 7-year-old boy suffocated here 
this afternoon in an old refriger- 
ator in the yard of his home. 

The victim was Robert Up- 


church, son of Mr. and Mrs. Ar- aT 


thur Upchurch. 

The child was found six hours 
after his parents discovered him 
missing at about noon today. His 
father opened the door of the 
abandoned refrigerator and found 
the body of his son. 


THE SOUTHS fargest 


DISCOUNTS 


ON NATIONALLY 
FAMOUS BRANDS 


Store you BUY 


ELECTRIC RAZORS 
REMINGTON, 
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evs HARVEY'S 


WILSON’S CERTIFIED 7-9 LB. (LOIN LAMB CHOPS 99c) 


LEG-O-LAMB .. 69° | 
» 29° 


FAT HENS 


FRESH DRESSED N’ DRAWN—CUT UP LB. 33c 


FRYERS wor ., 29° 
BEEF SHORT LOINS 


Save Up to 50c Lb. 


aati 
White's Cornfield 
FULL COOKED 


HAMS 


me's, an Wi 10 c 
Cut and Wrest Free Lb. 16-Lb. 59S 
Po on ol T-Bone, Club Steak Avg. Lb. 


OSCAR MAYER ICH IN VITAMINS 


BOSTON STYLE . 
BF. BACON Calves Liver 
». 49¢ 


PORK ROAST 
». 69* BONELESS uw. 39° 


Fryer Livers “ 69¢ Green ‘Shrimp \. 79¢ Mackerel 


i 19¢ 
FRESH FLA. bster COOKE FRESH, YOUNG 


* 29c Lobst ub 88 Beef Tongues ' 29c 


SWIFT'S WESTERN (3-5-LB. AVG. 89c) CUT od 10¢ LB. EXT 


‘TENDERL ON 695: 


Wilson’s Heavy Aged ST. - TENDER AGED 


wat on Satta STEAKS | 


RIB ROAST sient Gane 
. 49° = 79% 
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SIRLOIN 

T-BONE 

CAMPBELL’S 
renGUT,UP FREE TOMATO SOUP 10 
Chuck Roast 496 | Hervey’ coupon SWEET POTATOES < 23¢ 
Ground Beef 18. 39¢ } OYSTERS CKY LEAF 303 
HARVEY’S HOMEMADE j REG. Price ¢ APPLE SAUCE 2 cans 256 
Sausage ws 396 fc. 79 SOUTHERN 13-02. 
ASHMORE’S SHALLOW FARM 4 F 2 Loaves 29¢ 
Wieners 1. ABE Lencccvecseneneseens 


OOD KING NO. 2'2 


PLUMP TENDER FRYER (LEGS 5-LB. BOX $1.79) PORK 0? BEANS CAN a 


EY’sS HARVEY’S =HARVE 


bl 

POR RK BRAINS is 29c ae CRISP are Vegeta as fi 
LEA AVOCADOES CELERY STALK 10c < 
FANCY DOUBLE BREAST 10 oTs cuo 10¢.% 
EN LURRSTS us. 43¢ A RICY B SIZE WHITE COBBLER ¥ 

TOM TURKEYS is. 33c ORANGES POTAT® ES 5 ws. 19¢ 

WILSON’S LAKE VI 
n AC ) is. 49 ¢ APPLES 5 iss. 39¢ 
Doz. 29 Aaa ae 5S rg 

yPRESH FLA, FULL-O-JUICE | 
IOWA GRADE A LARGE c ' GRAPEFRUIT : - 
GGS.49° 5 > 


BANANAS 


Frozen Foods Dairy Dept. 
we ACRES GEORGIA GRADE - LARGE 
ms. 19¢ 


OCcoL! iS 55c 
‘BABY LIMAS "=. 19¢ 


OF 


Grocery Dept. 


15-OZ. BOX 

Ritz Crackers * 35c < 
Str’bry Preserves 59¢ 
FACTORY PACK 

Wesson Oil “ =. $1,09 .- 
MINNIE QUARTS > 


€ koe ACR BLUE PLATE 2-LB. JA 
Horseradish -" 19¢ 4 
FROST ACRES LEMONADE OR MRS. PICKFORD’S '4-LB. 
GRAPEFRUIT JUICE -0:39¢ Yellow Oleo 19¢ SUGAR 5 49c 
LARGE BOX 15-0 AUTOCRAT '2 GALLON 
BROWNIES | *o. §9¢ Ice m 18¢ 
BANANA BOX . SHAR 
Banana CAKE HOOP CHEESE COTTAGE CHEESE 
Se aw 
16-078. @9c Fashion 


ROLL 


GRAND DUCHESS 
BEEF STEAK 


11%-Oz. SS. 


Pkg. 
Sandwick Steak/\ 
os. 39° 


Armour’s Cloverbloom 


YELLOW OLEO 


when you buy 


Betty Crocker Bisquick Biscuits 


uy 4 cans Betty Crocker Bisquick Biscuits and a 4 CANS 


jar of jam or Jelly. Send the 4 biue pull-strings from 

the biscuit cans, plus Jar top from Jam, to General Cc 
Mills, Dept. 175, Minneapolis 2, Minn., by April 11, 

1958, and receive 30c pius 3c postage. 


HARVEY'S HARVEY 
S.ARMUVE S.ADWMAU 


wyer’s 


“4 


oe = Fete OF 


. ate nee? |. |) hve oe a 


; > - o > ° 
na, i ~~” 824 «© #3&4iFriOs}°-* =«(0«°:l fl aoe lel! 


eo yroe - Ah 4“o =e wa of oo ="0 


Home fo 7S A 


ee 65 = 


e. ® & 


re & Ww 


‘be better if people would get new 
* numbers “as soon as possible”’ 
and then get rid of the old ones. 


' fect Jan. 1, with a “grace period” 


‘ Fe es SES 310,000 


ata bar, standing up. 


| for every member of your family. 


‘ABHORRED BY CONFEDERATES’ 


Lancaster’s A ppeal 
Defeats Wirz Statue 


By CELESTINE SIBLEY 

Professing a “reverence for the Confederacy but 
a hatred for needless cruelty,” a 70-year-old ex-school 
teacher rose up in the Georgia House to make his maiden 
speech Wednesday and decisively defeated a bill to repair 
the monument to the commandant of Andersonville 

rison. 

oo Ulysses §. Lancaster,)] monument which he sought to 
grandson of a Confederate vet-| repair was erected in the town 


Gray = ails oe he a of Andersonville in 1909, he said. 
proached the microphone to op-| Rep. W. R. Smith of Bryan 
pose a bill introduced by Rep. /| County interrupted Stephens with 
Robert Stephens of Clarke County | a question. 
a monument of Capt. READ ABOUT 

“I’m surprised at myself for| “JS this the fellow I've read 
getting up here,’’ the elderly neo- about? 
phyte among legislators con- Stephens answered that it was. 
fessed, smiling timidly back of Well, I think we can give him 

a monument without all this 

talk!”’ 


his gold-framed glasses. 
CRUEL AS ANY Stephens sat down amid laugh- 

But his voice was strong as he|ter and Rep. Lancaster took his 
spoke out against Wirz as a man| place at the microphone. 
“abhorred by the Confederate| “I regret having to come here 
veterans themselves’’ and ‘“as|to speak against this measure,” 
cruel as any man that ever|he said. “I’m a grandson of a 
lived.”” Applause swept the House | Confederate veteran ... 1 was 
as he sat down—and the vote was| brought up to honor Lee and 
44 to 68 on the passage of the| Jackson and Gordon. I remember 
bill. when we used to celebrate Me- 

Rep. Stephens in a stirring ap-| morial Day— April 26—and the 
peal for the bill, which was spon- | veterans came out dressed in their 
sored by the United Daughters of | gray and how they honored that 
the Confederacy, presented Wirz) gray.” 
as the much-maligned victim of| He told of their reminiscing, 
Yankee rumors. He said the/|the playing of “Dixie” and the 
German - Swiss commandant of| occasional Rebel yell and he 
the prison ran as humane a prison | added: “But when they spoke of 
as was possible under the diffi-| Wirz and Andersonville it was 
culties confronting him and that| with horror. The half has never 
his execution after the war was| been told about Wirz.” 

KILLED YANKEES 


@ miscarriage of justice. The 

Rep. W. D. Ballard of Newton 
asked facetiously if Capt. Wirz 
hadn't ‘killed more Yankees than 
anybody else.” 

“It’s not a question with me of 
who killed Yankees,” said Rep. 
Lancaster. “It’s a question of the 
cruel way he did. He denied them 
water. ... They prayed ‘Water, 
water, water!” And one day there 
came a cloudburst and a spring 
sprang up in the enclosure and 
it’s still there today.” 

Rep. William Parker of Appling 
asked if Rep. Lancaster didn’t 
think the ‘14,000 cold slabs and 
street numbers and names in the|the six feet of stone fence”’ 
county to eliminate duplication| around the cemetery constitute 
and confusion, a post office offi-| “Monument enough” to Wirz. 
cial said Wednesday. & — do,”’ said Rep. Lancaster, 

W. C. Lovejoy, Decatur post- and I ask you gentlemen not to 


master, said his postmen have | Construct another.” 
reported that a high percentage | scieniteailidiaeiiatail 
of residents have already changed 
the numbers on their mailboxes INSUR-A-RIDE 
and houses in line with new ones 
assigned by the county planning 
department. 


Major trouble so far, Lovejoy 
said, has been with people who 
are evidently only trying to help. 
He said they leave their old num- 
ber displayed along with the new. 

“This is causing more trouble 
and confusion than help,”’ Love- 
joy commented. He said it would 


HELP POSTMEN 
Dekalb Folk 


Cooperate 


On Numbers 


DeKalb County residents “are 
very cooperative” in a _ project 
now under way to change 44,000 


oe ae? 


avid 


$10,000 or $5,000 


When planning a trip 
by land, buy Insur-A- 
Ride 
surance—oniy 


land travel in- 
25c. 
The policy provides 
death — 
$5,000 
traveling by 


The change-over went into ef- 


accidental 
benerits or 
when 


to end July 1. 


auto or truck and 


when travel- E> 
ing by rn’ or rine oe 
9 ° except for losses Re 
Can t Sit Down, caused by war, dis- 


ease, participation in 
speed contests, flying 
or inhalation of gas. 
Drop a quarter in 
the machine — out 
comes the policy, 
and you can make it 
out for the exact 24 
hours during which 
you wish to be pro- 
tected. 


BUY YOUR POLICY AT 


Eskew’s Sinclair 


Service Station 
Lithia Springs, Ga. 


So He Gets $24,920 


LIVERPOOL, England, Feb. 19) 
—John McKeown, 36, has been 
unable to sit down since 1956. A 
cotton bale which fell while being 
loaded aboard his truck perma- 
nently stiffened one of his hips. 
Yesterday he won a damage ver- 
dict of $24,920 from the loading 
company. He celebrated cheerfully 


ne See 
oe. saa 
eae < 


See NE. 


PSS 
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“Man! That 


Grand 71 year old feeling!” 


. Perk wp your pep, fast! If you feel “Borderline Fatigue” —see 


what Bexel Special Formula Vitamins will do—only 6¢ a day!* 


So often, today’s foods are lacking 
in the vitamins, the minerals you 
need—every day—to keep your 
body charged with vitality. 

Bexel Special Formula Vitamins 
ean help you have rich, red blood 
to nourish your brain and all your 
vital organs—to help you look 


with this economical “vitamin 
insurance”—only 6¢ a day. It’s 
the healthy thing to do! 


% “Borderline Fatigue” has 
these symptoms: lack of , 
sleeplessness, poor appetile, 
nerves. If your trouble is not 

the result o 


five times your daily iron require- 
‘ment. So supplement your food 


BEXEL sox. VITAMINS 


well, feel well, think well—be more functional, 

alert. Because one daily capsule prolonged vitamin and mi 
contains amazing Bi2 and all es- ~ : i eee = a oa 
sential B vitamins, plus more than ele a pew . 


ilamins 


Formula 


GUARANTEE! Either you look better, feel better 
after one bottle of Bexel—or your money back. 
There's a member of the Bexel Family of Vitamins 


BETTER... by McKESSON | 


DRUG STORES 
EST 1879 


Over Atlanta 


; 


| 


TRUSTED MANY 
MILLIONS OF TIMES 


Jacobs pharmacists heave filled 
well over 13 million prescrip- 
tions—ond Jacobs points with 


great pride to the confidence in 
Jacobs by the many doctors and 
the patients who make Jacobs 


their headquarters in prescription 
and medical needs. Hundreds of 


acle drugs are marketed every year. You can be 
sure thet Jacobs carries in stock all of the newest 
“miracles."’ So, if your doctor prescribes, you get 


it right from Jacobs. 


new, patent mir- 


TO BE SURE—TAKE YOUR 
PRESCRIPTION 
RIGHT TO JACOBS 


VITAMINS FOR HEALTH 
THERAGRAN ... 8°* 


PEARL NECKLACE 


BEXEL rommuis 


595 


ONE-A-DAY 


89° 


TRI-VI-SOL 


30CC 


> ws 
$1.069° 


PAY LESS——GET MORE 


cols 


ALL OVER ATLANTA 


SIMULATED SAXONY 


Power Flow 


HAIR DRYER 


@ WARM OR COLD AIR 
@ LONG-LIFE MOTOR 


@ 8-FOOT CORD 


$14.95 
VALUE 


WITH 
EARRINGS 
AND 
BRACELET 
TO MATCH 
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ELECTRIC SHAVER 
CLOSEOUT 


SCHICK or 
REMINGTON 


SHAVERS 
BRAND NEW 
DISCONTINUED 
MODELS VALUES 
FULLY GUARANTEED '° $29.95 


WHILE 
THEY 
LAST! 


— 


COUGH AND GOLD NEEDS 


COLDENE CHEST RUB 79° 


4-WAY COUGH SYRUP_ 89° 
AXON COLD 79° 


CAPSULES 


1°° 


UNICAPS 


100’s 


298 


ABDEC 


100’s 


49s 


BEXE SYRUP FOR 


CHILDREN 


1° 


POLY-VI-SOL soc 


REG. 79c 


BUFFERIN 


TABLETS 


33° 


LIMIT 1 


Pro-phy-lac-tic PLASTIC 

Brush and | STEAK KNIFE | LAUNDRY 

Comb Sets SET BASKET 
FOR MEN WITH 1V4 

OR 08° IVORINE y his BUSHEL 
WOMEN HOLDER SIZE 


REG. $1.50 


Lady Esther 


FACE CREAM 


Biue-Willow CHIC ELECTRIC 
Hair Clipper 

DINNERWARE — 

Z0 

nace i paved 7° 


6-PIECE 


LIMIT 1 


y 


REG. $1.19 


CREOMULSION 


FOR COUGHS 


19° 


7-PIECE 
HEAVY GAUGE 
HAMMERED 
ALUMINUM 


BEVERAGE 


ASST. 
COLORS 


Southern Fried Chi 


Choice of two 
vegetables, hot 
rolls or muffins 


FRIDAY 
ONLY 


CORRECT TV TROUBLES YOURSELF! 


811% OF ALL TV TROUBLES 
ARE TUBES! 


Save real money on unnecessary service calls with this 
amazing dial whee! Tells you immediately which tube or 
tubes need replacing 


GET A QUIK CHEK 
TROUBLE FINDER 
DIAL WHEEL 


ONLY 39¢ 


REG. $5.95 
RITZ 
Bathroom 


SCALES 


GUARANTEED 
ACCURATE 


REG. 89c 
BAUME 


BEN-GAY 


39° 


ANAHIST TABLETS 39° 
VICKS VAPoRUB 39° 
AXON COUGH SYRUP _79* 
LISTERINE ANTISEPTIC §9* 
NEO AQUA DRIN 69° 


12 THROAT LOZENGES 


3" 
REG. 69c 


GLEEM 


TOOTH PASTE 


47° 


LIMIT 1 


REG. 63c 


VICKS 


COUGH SYRUP 


39° 


LIMIT 1 


LIMIT 1 


CLEARANCE FEATURES 


ee 


WOODEN _ CORDUROY SCATTER 
Step Ladder | TV PILLOW RUGS 
2 STEPS 18 INCHES SQUARE 18” x 26” SIZE 
ee had Coc ao CO 


ALL-METAL 


NYLON 
Cee OWT TRAVEL GASE | WASTE BASKETS 
WALL PLANTERS | wity ¢ | CHOICE OF DESIGNS 
HANDLE 88 AND COLORS. 
[QP] aanic. | ve Qe 
TION INSERT 


 , 
\o Lotion 


HOME 
hn 


PERMANENT 


The end papers de the waving for 
you. No messy, strong smelling 
lotion. Gives a soft, natural look- 
ing, lasting wave all over. 


s OO rca 


SS 
sai 
f re ae 3% 
cece GLOBE 
UOus ets Se 
Ween.“ AY GIS vatve 


YOURS 


AND A COIGATE 
DENTAL CREAM CARTON 


ASTEST ACTING —=— 
ASPIRIN RELIEF === 
P OSS! B LE CS <a + 
Cli Aches eh Sep 
Muscular Point 


Now- Faster Relief For 


a 


Amazing GM-7 


(Glycol-Monosalicylate) 
PLUS 
Oil of Mustard 


speed warming 69° 


“FORGET | 
DIETING... | 
REMEMBER © 
AYDS!” | 


says Ann Miller 
“I tried many reducing meth- 


‘baked heat” ods, even fad diets. But I 
comfert discovered Ayds works best 
and quickest of all! Take Ayds 

you'll be amazed!” Clinically- 

| proved. Now in two flavors. 

Lose weight or money back! 


A month’s supply $3.25. 


6 


See Our Display for Details 


A DAY... 


plus 1s¢ ame FOR 14 DAYS 
WITHOUT SUFFERING HUNGER PANGS 

@ As Cae OR LOSS OF ENERGY WITH 
Uy Way em | THE KESSAMIN REDUCING PLAN ! 


A reducing diet (The Kessamin Book- 
let) prepared by a physician and a 


Head Cold’s 


Carry a handy 
squeeze bottle of 
Mistol Mist. Use 
anytime. Contains 


Neo-Synephrine.® 


Mistol MIST 


AS ADVERTISED ON 


teen eh ee nee® 
sheets esee 
sepber sees coe 


. 
si eebesseens & 


MED, 
SIZE 


69° 
BAYER Aspirin 67° 


" SAL HEPATICA 


FEATURED AT ALL 


JACOBS STORES | 


i#3. Vitamins plus the bulk, Carboxy Me- 


dietician to give best possible diet. 

2. Vitaming to prevent deficiencies which 
cause nervousness, irritability and that 
tired, dragged-out feeling. Also sup- 
plemental minerals and iron to help 
prevent nutritional anemia. 


thylcellulose, to stimulate normal in- 
testinal elimination. 

The “hunger control” factor. Carboxy 
Methyleellulose, to reduce hunger i 


With the Kessamin 
Es cues wae: ape 2 reducing plan the 
b tametes only thing you can 
Ree lose is weight 


ROD OG OOOOOOOK 


*See your druggist. The complete Kessa- 
min Reducing Plan is in every packag: 
Kessamin Tablets, Formula #14! THI 
ESSAMIN REDUCING PLAN I: 
UARANTEED TO TAKE OFF *” 
POUND A DAY FOR 14 DAYS O! 
YOUR.MONEY BACK! TRY IT! 


KESSAMIN 


Men! big free offer 
on VALCREAM 


the amazing new hair cream 


_ Soo 
SSO 
iat nets 
Bata te*s "a" 
ne nn ae 
Oo ee 
etn ete a’ ene ® 
Wants ss 98 


: yeni TOR BY 
Fe OSL A 


tates a sve A ee 
Pn We ee ees 


88* value — 


oth tubes only 59° 


plus tax 
NOW—buy giant-size tube of Valcream at regular price, get 
29¢ size FREE! Look for special combination package, 
Limited time only. 
NEW VALCREAM moisturizes your scalp to fight dryness 


and dandruff . . . while it grooms. No oily look, no greasy 
feel—grooms without showing! 


' 


TABLETS Hay le 
: (Not for Glandular Obesity) 


- 


MONEY BACK GUARANTEE 


SHOP AT JACOBS FOR SATISFACTION PLUS GREAT SAVINGS 


Y 


AFTER FLU 
Cold or Sore Throat 


if you feel run-down 
because of 


TIRED BLOOD" 


Take GERITOL 
Feel Stronger Fast 


within 7 days—or money back! 


EVERY DAY IS 
SPECIAL... TO 
SOMEONE YOU KNOW! 


ey 
: ' ' - 


rn gg a a er age Oe 


10 THE ATLANTA CONSTITUTION, Tthursday, Feb. 20, 1958 


2 Ex-Sm yrna Policemen Each 
Get 5-10 Years in Shooting 


COLUMBUS, Feb. 19 \®—Two brothers, both former Smyrna 
policemen, were convicted in superior court here today of shoot- 
ing a Columbus man on Aug. 29. 

The pair, Dewey and Howard Southers, were cach sentenced 
to five to 10 years in prison. 

James Ray Grantham, the man who was shot, testified 
against the pair, identifying them as the men who had com- 
pelied him to accompany them at pistol point and shot him in 
the head when he tried to escape from their car. 

Two police officers from Smyrna testified that the two de- 
fendants admitted the day after the incident that one of them 
had shot “‘the man at Columbus” but accidentally.’ 

Both defendants denied any knowledge of the crime, saying 
in unsworn statements they didn’t know what they were being 
tried for. 

However, the two fellow officers told how the younger 
brother had vowed to kill this Columbus “boy’’ his wife-to-be 
“had some troulge with.” 

The two of@cers testifying against the defendants were Sgt. 
Herbert Brown and Patrolman R. L. Poss. 


LOWEST FARES EVER 
AIR FRANCE LOWEST 
AIR FRANCE LOWEST 
LOWEST FARES EVER 


i. | 

1 No finer service: 

Ss. + ‘an 
ares you * 

Rome. 


sels, Amste 
Milan and 


Fares subject te gov™ 
call 

e| Agent + 

See your Trey 5-6817 


Air France: JAckso” 


WORLD'S LARGEST AIRLINE |= yoy 


| GEORGIA NEWS ROUNDUP 


6 Coeds Are Suspended 
~ For Snowbound Party 


Six coeds have been suspended from the University 
of Georgia for attending the snowbound fraternity house 
party in the north Georgia mountains last weekend, 

Mrs. Edith Stallings, dean of women, said Wednesday | 
at Athens. 

| The party, staged by a Georgia;that the party was snowbound 
Tech fraternity, was isolated at|had nothing to do with the sus- 
,Lake Winfield Scott by weekend | pension. 

snowstorms. —— 


“96 


| The girls were = Dies in Flames 
‘informed of their 


Penton W. Allen, 37, of Savan- 


preggers Alte nah died a fiery death early Wed- 
school Tuesday nesday when the tractor-trailer 
oe. ae- wae he was driving plowed onto a 


not identified. | freight train near Bush Field at 
They were sus- | Augusta and started an oil-fed 
pended for violations of a universi- | fire that consumed the truck and 
ty rule prohibiting coeds from “‘at-| burned part of the train. . . Madi- 
tending out-of-town off cargpus | $0" County Sheriff Dewey Sea- 
house parties during a school| staves reported Wednesday that 
quarter,” Mrs. Stallings said.|J- E. Clements, 40, was being 
“And that means remote places. | held without bond on a charge 
'of poisoning his wife, Geraldine, 
38, last October. . . Gene Wimpey 
of Gilmer County Wednesday was 
named state winner in the 4-H 
Club corn’ production § contest 
know, they did nothing wrong at! sponsored by the Chilean Nitrate 
the party.” | Educational Bureau, Inc. Leon 
| Wells, also of Gilmer County, was 


ee ar ~ ag tt second and Edward Tucker, Lump- 
r About 


“They are all nice girls. We 
felt dismissal was in their best 
interests. This is not for punish- 
ment, it is for instruction,’’ Dean 
Stallings said. “‘As far as we 


| 


’ 
’ 
’ 
| 
’ 


quarter in March. However, | a County, was third. . “ill 
Mrs. Stallings said the girl's | Georgia postmasters will con- 
academic standing was not a | vene at Albany Saturday to dis- 


‘consideration of the dismissal. | USS the Post Office Department's 
| All six may re-enter school at the | "€W reorganization plan, which 
‘beginning of the spring quarter, | Will go into effect April 1. 


' At least one girl said she had | 
her parents’ permission to at-| Fire raged through the club- 


tend the party. ‘Parents can’t! house of the Valdosta Country 
give permission to violate uni-| Club Wednesday, destroying it 
versity regulations,” Mrs. Stal-!| and inflicting a loss estimated at 
lings said. She said that the fact | $150,000. . . The 3.344-acre Milnat 
Plantation in Sumter County has 
| been purchased by the Church of 
| Jesus Christ of Latter-Day Saints 
' (Mormons) for use as a livestock 
| feeding plant... . . A Rome Negro, 
| Jake Hawkins, is being held in 
| the investigation of the death of 


> Children Die 


In Flames at 


8 Indicted — 
In ‘Biggest’ 


Liquor Ring 


To Attem pts 


Fire calls, most of them re- 


— ’ ‘ 

i ‘sult 
An Ellijay wholesale grocer and | ing from attempts to. thaw 
out frozen water pipes, kept the 


seven others have been indicted on. ,. 
fire department on the run Wed- 


charges of conspiring in what fed- | 
; , ‘Nesday. 
eral agents said Wednesday was | One explosion and fire was re- 


the biggest n hine li , 
© Miggen Moonsune Equor ring | ied in a service. station ‘at 


ever to operate in Georgia. 127 Northside Dr., NW. Patrol- 
A. U.S. grand jury charged the| 4. RB. Bibb and G. P. Hicks 


Ellijay Feed and Supply Co.;|said two employes, Charlie Jor- 


Cochran of Ellijay, with making| Cleaning the station grease rack 


false reports on the sales of more Ie agement liquid. — 
ee evidently were set o 

than four and a half million by a radiant heater, officers 
pounds of sugar and tons of other! said. They added the resulting 
supplies used in the manufacture | blast knocked out windows and 
of non-taxpaid liquor. caused a fire in the grease pit. 
. Jordan was slightly burned about 

The reports, required of certain the face. officers said. 

wholesalers by the Alcohol and; The sprinkler system turned 
Tobacco Tax Unit of the Internal on in the dining room of the 
Revenue Service in a Southwide| Georgian Hotel at Luckie and 


ffort t b ‘Cone Street, NW, bringing fire- 
effort to curb bootlegging, nated | nen on the run, patrolman G. E. 
sales to persons who do not exist Wallace said. Wallace said a 


or persons who had no connections | sprinkler system also went off 


with the sales, federal agents in a building at 172-176 Marietta 
said. St.. NW, but caused little 


damage. 
Indicted with Cochran were his . 


father, Claude Cochran, and Gar- | (Advertisement) 
land’s younger brother, Guy Paul 


Cochran, both of Ellijay. Others | HOUSEWIVES’ 


' 


named as defendants were James | 
Earl Holt, Clifford Lanning and | Mm A 
Charles Hugh Walker, all of Elli-| | 


jay, Otto Hyde of Canton and) Ease itching, stop scratching, aid 
Charles E. Ridley of Dahlonega. | faster healing of ugly “detergent 


es ; hands” with Zemo, liquid or oint- 
Sixteen others were named 88 | ‘nent, Decter’s fecetin tor oleae 
co-conspirators, but were not in- cuts, burns. Buy 


dicted as defendants. Extra Strength for Z@mo 
stubborn cases. 


a —— ee 


Fire Wave Laid| Crocker Jury 


To Thaw Pipes: 


Inc., and its president, Garland/dan and Melvin Sullivan, were! 


Dec. 14 at the home of his wife 
: in Marietta Place, a housing pro}- 
ect. 


Sent to Motel 


In Stock 


TRUCKS 


Special to The Constitution | 


MARIETTA, Feb. 19—A Cobb 
County Superior Court jury was. 
sent to a motel minutes before | 
midnight Wednesday after more | 


than 12 hours of deliberation in| CASTERS 
the murder trial of Rufus Lamar CONVEYORS 


| Crocker. John W. 
| Judge James T. Manning in- Wm. H. CARLSON 


| structed the jury, which reported 
itself deadlocked 11-1, to continue 
deliberation at 9 a.m. Thursday. 

Crocker is charged with mur- 
dering William Edward Burch 


PARKING IN FRONT AND REAR 


TR. 6-5747 
33 North Ave. at Spring St. 


Want Ads Pay Off 


' 
| 


BETWEEN BLVD. 
AND PARKWAY 


456 Angier Ave., N.E. 


| GREAT SAVINGS STAMPS FREE 
. CHOICE HEAVY CORN-FE 


SIRLOIN STEAK » 


Stone Mountain Fresh Nabisco Oven Fresh Crackers 


B’F’ST BACON 49¢| RITZ ‘35° 29c 


| 
; 
’ 


79° 


SWEET MILK—BUTTERMILK 


BISCUITS 


10° 


' 
| 


| 


Package 


| 


"@eaegaeemeaeursgeseaeeseaeeseaeeseeaeaeatsetasesass a 


BALLARD Oven-Ready 
. 


|Roy McDemas, another Negro, 
| whose body was found by firemen 
Constitution State News Service called to extinguish a blaze ata 
' INDIAN SPRINGS, Feb. 19. home. 

|Three young Negro children were 
_burned to death Tuesday night at | 
‘Indian Springs as  wind-swept 
flames destroyed their frame 
house while their parents were 
viewing television programs at a 
'neighbor’s home. 


Indian Springs 


Livestock Values Up 
The estimated value of livestock 
on Georgia farms has jumped 21 
per cent—from $147,566,000 last 
year to $178,134,000 on Jan. 1— 


: principally because of price 
Annie Ruth Colvard, 6: Helen raises, said the crop reporting 
Colvard, 8, and Alonza Colvard, service at Athens. . . Nine Geor- 


2, perished when the flames trap- 
ped them and their sister, Fan- 
nie, 11, and brother, Eulus Col-| 
_vard Jr., 9, in a bedroom. 


The two older children, Fannie) 
and Eulus Jr., escaped. They suf- | 
fered painful but not serious 
burns. 


gia farm families will receive 
Master Farm Family awards at 
Rock Eagle Friday at a program 
sponsored by the Agricultural Ex- 
tension Service of the University 
of Georgia College of Agriculture 
and by the Progressive Farmer 
| Magazine. 


: tells the story. 
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An old fashioned 
whisky. The mild taste 


ICKORY 


chai BOURBON 9%4. 


“s*0 ee eee 


/ 
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| 
| 
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Just Company of Georgia 
Welcomes to Atlanta 
Delegates and Visitors to 
the Southern “Regional 
and Midyear Meetings of the 
American Bat Association 
Af you need desk space, secretarial service, a place to 
practice a speech or to telephone in private... make the 
Trust Company of Georgia your office away from home! 
You'll like the atmosphere at the Trust Company... like the brand 
of cooperation we always try to extend. In fact, we firmly believe in the 
importance of cooperating with attorneys ... and for 67 years we have 
publicly acknowledged the contributions of the legal profession to 
America’s way of life. 
CONVENIENT LOCATIONS: 
MAIN OFFICE—Edgewood ond Pryor 
f rust F sania Mnihdicn tach cr cheses 
DOWNTOWN MOTOR BANK—opposite the 
Company Bi 
AFFILIATES: 
OF is EORGIA ATLANTA—DeKalb National Bank of 
Brookhaven 
ATLANTA AUGUSTA—The First Nationa! 
Bank & Trust Company 
" ~ COLUMBUS—The Fourth Notional Bank 
‘MACON—The First Notional 
Bank & Trust Company 
ROME—The First National Bank 
. SAVANNAH—The Liberty National 
| Bonk & Trust Compony 
POR FURTHER INFORMATION CALL JACKSON 1-167! hie: 001€ 
e | Ree i * 
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Pay Boost — 


Is Fought 


By Griffin NO 


Continued From Page 1) 


of the Griffin administration 
leaders supported the measure. 
At his press conference, Griffin 


was asked why he opposes the! ° 


raise. 

“Because we are facing a de- 
clining economy and we're going 
to have to tighten the belt in a 
lot of places,” he replied. 

Immediately after the confer- 
ence, Griffin met with constitu- 
tional officers and discussed the 
state’s finances. 

He told newsmen that if the 
state cut spending in some places 
while raising legislators’ pay 
‘folks wouldn’t look on it with 
any great favor.”’ 

Griffin said he has stated all 
along that “when expenditures 
exceed collections, we would cut 
the cloth to fit the suit.” 


CONFER WITH OTHERS 


He said he would have to con- 
fer with the revenue commission- 
er, the state auditor and ‘‘others’’ 
before deciding whether an 
across-the-board cut in spending 
is in order for. state depart- 
ments. 

The governor stated Tuesday 
that he is opposed to any pay 
raises. 

Meanwhile, he already has 


signed into law a bill that raises | 


the salaries of Pardon and Parole 


It is an administration bill. 


And there are three other pay-| #2 
raising bills, including an admin-} 2 
istration measure that would cost | 
now | 


| All Rubber 


about $250,000 annually, 
pending in the Legislature. 


STATE TROOPERS 


A House bill now awaiting the 
governor's signature grants 
across-the-board and _ longevity 
pay increases for state troopers. 
Rep. George Bagby of Paulding 
said this administration measure 
will cost the state an estimated 
$250,000 annually. 

Also pending in the Legislature 
are a House bill increasing the 
parks director’s pay from $8,600 
to $11,000 annually, and a Senate 
bill increasing the pay of the 
corrections department director 
from $9,000 to $12,000 annually. 


Hawkins said neither of these| 


measures originated with the ad- 
ministration, but he said the ad- 


EXTRA TIME 


Hawkins said that legislators 
often spend a lot of time working 
on legislative matters while the 
General Assembly is not in ses- 


sion, “‘And we don’t get paid for | 


it,” he declared. 
“We have some Superior Court 
judges living at home and draw- 


ing $12,000 a year and not even'- 


working 40 days out of the year,” 
he said. “I don’t see why legisla- 
tors shouldn’t be paid at least 
$1,600 a year for working 40 full 
days and putting in a lot of extra 
work during the year.” 


Cmdr. McCarson 
Leaves Atlanta 


For Norfolk Post 


Cmdr. William M. McCarson 
Jr., native Atlantan and com- 
mand liaison officer for the At: 

' lanta Naval Air 
Station since 
January 1956, 
» has been trans- 
ferred to Nor- 
folk, Va. 

McCarson will 
handle operation- 
al and training 
flights for the 
Fifth Naval Dis- 
trict. 

Lt. Robert F. 

Cmdr. McCarson Abels of West 
Palm Beach, Fla., is McCarson’s 
replacement at the Naval Air Sta- 
tion here. 


43 Houses Burn 

In Line of Duty 

MEMPHIS, Tenn., Feb. 19 (#. 
Herbert C. Johnson has burned 
down 43 houses this year. And 
there are more to come. 

Johnson, of Huntington, N.Y., is 
supervisor of the Suffolk County 
fire school which trains some 25,- 
000 volunteer fire fighters on Long 
Island. 

Old farmhouses and barns that 
must be leveled to make way for 
new housing developments are 
burned down by the school as a 
service to the landowner. John- 
son’s students get in some good 
training during the burning. 

Johnsor is attending the 30th 
annual fire department instruc- 
tors conference here. 
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(Advertisement) 


SWEETEN STOMACH 
TO SWEETEN CHILD! 


Gentle laxative sweetens upset 
stomach tool Works overnight... 
without interrupting sleep, play 


ach too. Children sleep away 
constipation worries. Next day, 
laugh and play. Tastes honey- 
sweet. Made of pure vegetable 
herbs, thorough but gentle. Get 
Syrup of Black-Draught today. 

Powder or es Geen. 
new, easy-to-take Tablets! 


MIRACLE FIBER 
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re sleeping 
on these so-0-o soft pillows! They're Non- 
allergenic! Mothproof! Dustless! 100 °/, 
Sanitary and Will Not Mildew! 


Pkg. of 2 2.99 


7-Piece 


“WELCOME” MAT KITCHEN SET 


15” x 24”! Greets your guests Chrome plated! Spatula, Ladle, 
... and protects your floors Potato Masher, Turner, Mixing 


Spoon, Fork, Wall 


from dirt, etc. 
1.25 Value...... {ie Rack. 4.98 Val. . . 


2.99 
TUSSY 


RICH CREAM 


| 


ministration has supported them. | 


BEAUTY DIET FOR ALL 
3 SKIN TYPES 


DRY SKIN...gently supple- 
ments it with mild, softening 
lubrication. 


NORMAL SKIN...stabilizes it 
—prepares and protects it against 
~ extremes. 


SLIGHTLY OILY SKIN...15 or 20 
minute treatment helps keep skin 
soft and smooth...creates natu- 
ral “evenness.” 


‘TELEPHONE INDEX 


' 


12%2” x 10” x 5’ —Steel 


PORTA-FILE 


Protects up to 800 valuable 
papers. Complete with set of 
A to Z index folders, | 98 
lock and key. 2.98 Val. . 


ton to open. 
GRE gr 


and LIST FINDER 


Handy alphabetical index. Set 
letter indicator and press but- 


$100  WRISLEY 
VALUE Bath Powder 


59: 
REG. EVENING IN PARIS $4 
75* Deodorant stick . 


wetat UTILITY TABLE 


WITH 
G.E. OUTLET & 
3-WAY SOCKET 
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SS 


15” x 20” x 30”! 
Heavy metal construc- 
tion! White enamel 
legs on casters. 6-ft. 
cord. 3 sturdy shelves. 


ONLY\, 


3.99 


a 


R DRUG STORES ‘ia 


“GET YOUR NEXT PRESCRIPTION FILLED AT LANE” 
Reg. 


cs; ANACIN TABLETS 79° 


Box 


Reg. 
29° 


KLEENEX tissues = 19° 


of 
400 


Reg. 


Ree. TILT HoME PERMANENT 1° 


4 MENNEN DEODORANT 13° 


Reg. 
25° 


STANBACK powers 14° 


BRECK snanpoo /4° 


ar 
Chic Deluxe Electric 


HAIR CLIPPER SET 


Barber Comb & Shears, Plastic 
Cape, Duster, Butch and Taper- 


ing attachments, Clip- 995 
per, Oil, Instructions. 


Rexall De Luxe 


TOOTH BRUSHES 


6 Medically approved styles. 


39¢ FA. 
J for 1.00 


® 
help your heart 


REG. 
59c Ea. 


Squibb THERAGRAN 
THERAPEUTIC FORMULA 
VITAMIN CAPSULES 
Potent dosage of all the es- 

sential vitamins. 
me 6 «s+ Gee 
teoS.e 36 os Dee 


Friction-Powered! Authentically de- 
signed Rexall cab hauls two huge trailer 
trucks with working side 

and back doors. Steel! 


A pvt 


FASTER 
Relief from PAIN 


Combines several medically proven’ 3 
pain relievers into one easy to take dose, 
that brings faster relief! 


50 TABLETS 50 POWDERS 


> 
~~ 


SUPER™ 
PLENAMINS 


11 Vitamins and 12 
Minerals in 


One Tablet! 


ivr I 


“Nut Shelf” 


“y CHOCOLATE >, 
: COVERED 


4 5 
of > 
Sass t + 
aetssets. scam 
sre . 4 
325333: shaneaal t 
s rs 33 . 
SF, $3 
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/ =~ Plump, juicy mara- X¢ 
sthinos floating in 


m cream and jacketed A t 
em) in rich, pure choco- 4 us Ss 
14 OZ. 
i 0: 
PAC KED ; 
REG. 98c. 
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__ | late. Delicious! 


HAIR DRYER 


Use it on stand or as port: 
able. Hot-Cold switch; adjust- 
able handle. 4 
REG.5.95..... “Hs 


Send Mail Order to 


LANE DRUG STORE 
177 PEACHTREE ST., ATLANTA, GA. 


MAIL ORDER COUPON ; 
Send Hair Dryers at 4.99 ea. and add . 
30c for tax and postage to: 
NAME_ i 
STREET ; 
CITY STATE 4 

? 
4 
q 
’ 
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While Supplies 


Opectal 


SAVE CLOSET SPACE 
with the NEW lightweight 


meta. SHOE RACK 


Hoids and protects 9 pairs of 
Ladies’ & Men’s shoes. 


1.19 Val. set 99° 
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BOOK] 
SALE 


PUBLISHERS’ 
OVERSTOCK 


Beautiful hard cover 
editions reduced to 
paperback prices? Huge 
variety of titles and 
selections. Fill your 
bookshelves for pen- 
nies, get good reading 
for every member of 
the family. 


All Rubber 


AUTO MATS 


Protects the flat and slope of 
your car. 18"x22” size. Washes 
and dries quickly. 


Pkg. of 2.. SPECIAL! Oe 


TUSSY SPECIALS! 


BEAUTY SET FOR DRY SKIN 


TUSSY EMULSIFIED CLEANSING CREAM 
REG. 8 oz. 2.00 


TUSSY DRY SKIN FRESHENER 
REG. 12 oz. 1.75 


BEAUTY SET FOR NORMAL & OILY SKIN 


TUSSY PINK CLEANSING CREAM 
REG. 8 oz. 2.00 

TUSSY SKIN LOTION 

REG. 12 oz. 1.75 


ALARM CLOCK 
40-hr. spring wound; loud bell 
alarm. Metal case in colors. 


Quiet “tick-tock.” 99 


Reg. 2.59 


16” x 16” x 14” 


CHAT STOOL 


Upholstered! Sturdy tubular 
steel legs. Get several... they 


stack for easy stor- ? 99 
a 


age. 9.95 Val. . EA. 


REG. 
1.10 


CLOSEOUT SPECIAL 
DUBARRY 


LIPSTICKS 


Jd 


2.90 LIQUINET : 
SIZE HAIR SPRAY 


TT 


Coan 


Has all the features 
found in higher 
priced scales. In 
lovely colors to 
match your bedroom 


BATHROOM 


“RITZ” 


FOUNTAIN FEATURE! 
LANE’S 
LUNCHEON SPECIAL 


Yo LB. HAMBURGER STEAK 


With French Fries, 
Letiuce and 
Tomato Salad, 
Rolls and Butter 


{9° 
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Sought Aid 
In TV Case. 
Loser Says 


By JAY WALZ 
(Conyriaht 1958, The New York Times Ce.) 
WASHINGTON, Feb. 19—House 
investigators heard testimony to- 
day that “pressures” to win a 
valuable Miami television channel 
were not one sided. 


Col. A. Frank Katzentine, a 
losing contender, acknowledged 
that he, too, sought help in “‘high- 
places” in Washington to bring 
about a favorable decision of the 
F ederal Communications Com- 
mission. 

Col. Katzentine testified that, 
while the Miami decision was 
pending, he talked twice with 
Richard A. Mack, who was then 
a newly appointed member of the 
commission. Last week the sub- 
committee investigating the case 
heard charges that Mack had re- 
ceived checks totalling $2,650 from 
a lawyer working for the ultimate 
winner. 

The subcommittee produced a 
letter indicating the readiness of 
Sen. Kefauver (D-Tenn.) to talk 
favorably of Col. Katzentine to 
members of the FCC. 

Another letter, put on the rec- 
ord, named Vice President Nixon 
as “the right man” in the Eisen- 
hower administration to approach. 

The hearing produced no evi- 
dence, however, that this plan 
went any further than a conver- 
sation with “Bob King,”’ identi- 
fied as a former administrative 
assistant to the Vice President. 
Nixon is out of the city, and his 
office tonight had no comment on 
the reference to the vice president 
at the House hearing. 

Col. Katzentine, a Miami lawyer 
and radio station owner, told the 
House subcommittee on Legisla- 
tive Oversight he was ‘‘dumb- 
founded’’ when the FCC overruled 
its hearing examiner and gave 
Miami’s television channel 10 to 
someone else. 

The examiner recommended in 
favor of WKAT, Inc., Col. Kat- 
zentine’s radio station. But 18 
months later, the commission 
voted 4 to 2 to grant a channel 


| 


(Advertisement) | 


Makes Gray Hair | 
Look Young Again! 


No more gray hair worries. Simply comb 
in clear Kolor-Bak for several days; then, 
once or twice a week. Gradually grayness 
disappears; hair looks young again, stays 
young-looking. Can't wash out. No bother- 
some shade selection. Safe — no skin test 
needed. Get Kelor-Bak — only $1.50. Econ- 
omy size $2.50. Millions sold. Satisfaction 
uaranteed. FREE BOOKLET. WRITE—Kolor- 

ak, 659 W. Chicago Ave., Chicago 10, Ill. 


} 
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Associated Press Wirephoto 
“DUMBFOUNDED” 


Col. Katzentine 


license to Public Services Tele- 
vision, Inc., a subsidiary of Na- 
tional Airlines. 

However, the adverse decision, 
when it came, was not news to 
him, the colonel testified. He had 
been hearing reports and rumors 
“from everywhere” that the com- 
mission decision would go against 
him. And it was for that reason, 
he took steps to obtain support | 
for his cause in Washington. 


whom he supported for the presi- 
dential nomination in 1956, and 


FCC Probe Witness Paints Picture ot Big Deals in High Places 


By THOMAS W. HAGAN 
Special to The Constitution 


WASHINGTON, Feb. 2—A 
cynical axiom to justify influence 
in government goes something 
like this: “‘A politician is a man 
who is held upright by equal 
pressures from all sides all at 
once.” 


A graphic picture of one at- 
tempt 


Truman Gets 
Award, Plans 
World Tour 


PHILADELPHIA, Feb. 19 » — 
Former President Truman tonight 
received a unique award for his 


humanity and in a speech of less 


than 10 minutes disclosed that he 
soon would make a speaking tour 


in the interests of the brotherhood 
of man and the fatherhood of God. 


Truman had been expected to 
deliver a fiery speech to the 
Golden Slipper Square Club, which 
bestowed the honor upon him. The 


grapevine had it that he meant to 
let fly at the Eisenhower adminis- 
tration in new headline phrases. 


NO COPIES 


Newsmen were advised that 
there would be no advance 
copies of his talk; that inter- 


| views would not be permitted: 
He worked principally through | that no written questions would 
Sen. Kefauver, an old friend} |be passed along to him. 


It turned out, however, to be one 
of Truman’s shortest, mildest and 


Paul A. Porter, his Washington | perhaps most emotional talks. 


attorney. 
The letter in which Vice Presi- 


Senate Crime Investigating Com- 
mittee headed by Kefauver. 


The letter dated Oct. 13, 1955, | 


and addressed to Daniel P. Sulli- 


van of the Miami Crime Commis- 


sion, said it was “generally 
agreed that the place to ‘cry wolf’ 
was as high up in the circle of 
Eisenhower associates as possi- 
ble.”” (Full details of letter will 


‘be found in story at right.) 


told the sub- 


committee that “bad news” 


| world, created for him alone. 
dent Nixon’s name was mentioned | citation that goes with 
was written by Downey Rice, a|tribute to Truman as 
Washington attorney who once | soldier, 
served as a counsel for the old | statesman, who has devoted his 
| life to an effort to bring about the 
ideal of a golden world of lasting 


His award is a large golden 


president 


peace.” 
HIGH PRAISE 


To that, and to other high praise 
from Gov. George M. Leader and 
Mayor Richardson Dilworth, both 
Democrats, the former President 
said: 

“When all this hullabaloo is 


over, I should be happy if in the 
Col. Katzentine, a stocky former | 


'Air Force officer, 


course of history it would be found 


| that I had made some small con- 


| tribution to the welfare of the 


reaching him all through 1955 and | | greatest republic in the history of 


‘ers Robert E. 
Doerfer — were ‘‘in the | 
too, 


was 


| “pledged” to the subsidiary. 


Sees 


PRIME RIB 


ROAST 


19° 


WELL-TRIMMED 
7-INCH RIBS 


LB. 


mare 


a 4 Rae sity ’ oie 
.S. cuore po 


for the airline subsidiary. | Ship speaking tour ‘ 
'He testified he heard, 
| Mack, 


| 1956 was that three commission- | the world.” 
Lee, George C. Mc- | 
|Connaughey (then chairman) and | or going into detail, Truman said 
iJohn C, 


Without specifying an itinerary 


he would begin his human fellow- 
‘after I have 


that | | completed my political commit- 
a Florida Democrat just | ments in Washington.”’ 
|appointed by Eisenhower, 


He returned to Washington to- 


night. 


oe 3455 PEACHTREE RD. 
fi - 1402 PEACHTREE ST. 


Prices in this ad good thru 


FRESH FRYER BREASTS »- 69° 


(Pershing Point) 


Saturday, Feb. 22nd 


iiss 


A&M SWEET CREAM 


BUTTER »- 63 


FRESH FRYER LEGS 


Lb. 49°: 


| 
‘ 


5-LB. BOX $3.25 


FRESH GREEN SHRIMP u. §9¢ 


U.S. CHOICE HEAVY WESTERN WELL-TRIMMED READY TO BROIL 


SIRLOIN T-BONE *":"“*1.09 


CORNFIELD HAMS 


WHITE’S 
FULLY COOKED ,p 
HALF OR WHOLE 


09° 


WHITE'S CORNFIELD BACON 


09° 


’ SWANSON'S 
TV DINNERS 


BEEF - TURKEY - CHICKEN 


11-Oz. 69: 


Dinner 
- 


\. 
FROSTY ACRES 8-OZ. 


BABY LIMAS 2 f 95° 


« ET 


BEECHNUT 
BABY FOOD 


6 65° 
Strained 


BLADIOLA 
BISCUITS 


2723 


FROSTY ACRES 8- a Py 
BROCCOLI Zeiss. 00° 


Nabisco Oreo’s *«s. 39c¢ 


BORDEN’S 

Cream Cheese ° 3-02. 19¢ 
RAFTERS 
ALL GREEN 


ASPARAGUS 


TALL ¢ 


SPEARS CLOVERBLOOM 


‘A FISHERMEN: 
FISH 


STICKS 


8-Oz. 


yy, 


MORTON'S FRUIT 24-OZ. 


PIES race 99° 


PEACH 
JESSE JEWELL FI JEWELL FROZEN 


CLOVERLEAF ROLLS 19° 


with coupon 
on back of 
1 Ib. carton ~ 


Si 


og 


MARGARINE 99° 


save 
10¢ 


JFG 


SPECIAL 
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to exercise tremendous 


The | 
it pays 
“citizen, 
and world 


pressures on a member of a fed- 


eral regulatory agency, the Fed- 
eral Communications Commis- 
sion, was introduced yesterday 
by a witness in the congressional 
investigation of the now famous 
Miami Channel 10 case. The 
channel was awarded by the 
FCC in February 1957 to a Na- 
tional Airlines subsidiary and the 
station is now in operation. 
The House Committee on Legis- 
lative Oversight, which heard 
earlier in an affidavit from the 
former mayor of Miami Beach, 
A. Frank Katzentine, of an al- 
leged attempt to upset an ex- 
aminer’s ruling in his favor, 
heard later in the day of what 
Katzentine’s attorney, Paul Por- 
ter was attempting in his behalf. 


Porter, a former chairman of 
the Federal Communications 
Commission and a former chair- 
man of the Democratic National 
Committee, was reported to have 


had the thought to “‘get to” Vice 
President Nixon in behalf of his | 
client 

Katzentine in an affidavit en- 
tered in the record of the hear- 
ings had said a “trusted friend’’ 
informed him that Col. Gordon 
Moore, brother-in-law of Mrs. 
Mamie Eisenhower, had “‘engi- 
neered”’ the application for Na- 
tional’s subsidiary. Katzentine 


sociates as possible. 


cited this and other interventions 
with the FCC and said he was 


—- — —— —EE 


to counter such actions in the) 
case. 


However, a letter in the Kat- 
zentine files was then called to 
the former mayor’s attention. He 
said he didn’t remember the let- 
ter but presumed he had read 
it since it was in his files. It was 
from Downey Rice, a former 
FBI agent and friend of Katzen- 
tine, and was addressed to Dan- 
iel P. Sullivan, another former 
FBI agent and operating director 
of the crime commission of 
greater Miami. Rice is now an 
attorney in Washington asso- 
ciated with Porter in the Katzen- 
tine case. 

Rice recited to Sullivan what 
was being done in the Channel 10 
case in behalf of Katzentine, who 
was and is a leading supporter of 
the crime commission. The in- 
terest that the matter was pre- 
sumed to have for Sullivan was 
not explained. Rice reported on 
a conference in Washington: 

“It was generally agreed that 
the place to ‘cry wolf’ was as high 
up in the circle of Eisenhower as- 
It has oc- 
curred to Paul Porter to get to 
Nixon through having Eddie Rick- 
enbacker contact Bill Rogers in 
the department (Bill Rogers in 
the Department of Justice, a close 
friend of Nixon and now Attorney 
General Rogers). 

“IT agreed that Nixon was the 


‘right man but thought we might 


| interested in doing all he could| get the story more satisfactorily | 


through Bob King, Nixon's ad-° 


ministrative assistant and a for- 
mer agent. (King is no longer 
with Nixon, having been replaced 
by William Key.) I had done 
some work with Nixon, Flip Flan- 
agan and Bob Lee back.in 1950, 
and felt that Nixon would give 
some weight to what I might have 
to say. 

“After digesting the problem we 
decided that the likeliest approach 
was through Bob King, and I set 
it up and saw King for over an 
hour in Nixon’s office yesterday. 


“At the outset we knew that 
the problem had to be presented 
carefully. It had to be strong 
enough to make Nixon do some- 
thing and yet we didn’t want to 
bring about a reaction anywhere 
which would militate against 
Frank (Katzentine) if Baker 
(George T. Baker, president of 
National) was knocked out. 

‘King was most cordial and at- 
tentive. He took notes and seemed 
to grasp the problem and see it 
our way. I think the fact that he 
was told that (Sen.) Smathers 
had the story had the effect of 
forcing some action. Obviously, 
they can’t afford to risk exposure 
by Democrats of an ‘influence’ 
deal. 

“Naturally my presentation was 
in line with the facts as I under- 
stood them, including where our 
story was weak and perhaps even 
encompassed some rationaliza- | 
tion. 


“He understood that Frank was 
not only a Democrat, but even 
worse, a “Kefauver Democrat.” 
I also made it plain that I was 
fond of Frank and in representing 
his interest I was biased. 


“Don’t get the idea I didn’t 
make it a strong case. I think I 
did. But at the same time I tried 
to answer his arguments so that 
they would wind up in the middle 
with a rather hot potato in their 
laps and be compelled to pass the 
word to the commission to make 
sure that the ultimate findings 
were in line with the facts. 


“The session was concluded 
with King candidly stating that it 
was a serious question, that he 
would present it to Nixon and he 
knew that Nixon would know what 
to do. My guess, and it is only a 
guess, is that Nixon will telephone 


to his friend, Bob Lee (member 
of the FCC) and tell him that 
there was some loaded rumors 
afloat and that Lee would do well 
to carefully consider any action 
‘being taken by the commission 
with an eye to the probability 
that, if said action was question- 
able, prompt, unfavorable pub- 
licity could be expected. 

“No attempt was made to ar- 
range with King to let us know 
what action was taken. It did 
not appear that this was in good 
taste, but I feel certain that we 
are going to get immediate re- 
sults. On my return, I briefed 
Paul Porter and he said he would 
call Frank immediately to keep 
him posted.” 

Vice President Nixon is now in 
Califcrnia and his administrative 
assistant, Key, was not immedi- 
ately available for comment. 
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Shrine of the Immaculate Conception 
HUNTER AND CENTRAL AVE. 


MISSION 


By Redemptorist Fathers 


Begins Sunday, February 23rd 
Ends Sunday, March 2nd 
Daily Masses——7:30——9:00—12:10 

Evening Service—8:00 P. M. 
ALL WELCOME 
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Juicier broiling! Infra-red heat seals 
iN meat juices—steaks and chops 


turn out savory and crisp. 
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Perfect beking results: Bakes a 


roasts as beautifully as a range, 
thanks to precision controls. 


soictiichateeenen Gielen 
high . . . tilt-top lid even opens un- 


you're doing. 
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sk A sc taietiieeennn ilaiaiatt Cie Chan, 
mostat gives range oven accuracy. Heat 
shuts off, buzzer sounds, when food is done. 

2k Cooks food to perfection— More even heat- 
ing provides perfect baking results. Infra-red 
heat assures juicier broiling. 

% Tilt-top tid—Tilts back so you see what 


% Big capacity—Roasts an 18-Ib. turkey with 
ease .. . rotisserizes fowl from 14 to 16 Ibs. 
. yet it’s only 12 inches high. 
Built and backed by General Electric 
General Electric Co., Portable Appliance Dept., Bridgeport 2, Conn. 
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| Exclusive tilt-top design! 
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BAKES AS ACCURATELY AS AN AUTOMATIC RANGE OVEN! 


Rotisserizes ... Bakes... Broils... Roasts! 


Now—a superb new rotisserie for extra-delicious turkeys, 
roasts . . . plus the baking results of an automatic range 
oven. It’s a second oven that’s completely portable . 
no expensive rewiring or installation! Just plug it in—works 
on ordinary house current. 


“a = _Big family capacity! 
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No bending, no groping! : 


89" 


Now at your 
nearest 
General Electric 
dealer's — 


* Manufacturer's recommended _ 


retail or Fair Trade price. 
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GENERAL @ ELECTRIC 


5 on Freighter Saved; 20 Drowned | 


NORFOLK, Va., Feb. 19 Wh | lifeboat capsized as the freighter 


16 Found Dead in Wreckage of U.S. Plane on Vesuvius 


The wreckage was found 3,800) after it was sighted. They report- 


NAPLES, Italy, Feb. 19 ( —| officers and men from aunt 


Search ships today rescued two | President Adams went alongside 


The burned and scattered wreck-|Landstuhl Air Base, Gertnany, more survivors and recovered the | in a rescue attempt. 


age of a U.S. Air Force C47\and one seaman of the USS. 
transport plane, missing for four | Tripoli, 
days, was found today high on| The plane vanished Saturday 
the rugged Slope of volcanic | night shortly after taking off from 
Mount Vesuvius. Naples’ Capodichino Airport for 
Patrols that battled through a/| Athens. It was on a flight from 
heavy snow storm to reach the |jits home base to Istanbul and 
wreckage said there were no sur- | fears were expressed that it had 


vivors among the 16 persons | been forced to land in Communist 
aboard. There were 15 Air Force | Albania. 


ed the bodies of all 16 men had 
been identified. A surgeon said 
death apparently was instanta- 
neous. 

Officials declined to venture a 
theory on the cause of the crash 
except that the weather was bad 
and the pilot, Capt. Martin S. 

Patrols of U.E. servicemen, Ital-| Schwartz of Ashland, Ky., had 
ian soldiers and _ carabinieri| not previously flown from Capo- 
reached the wreckage four hours | dichino field. 


feet up Vesuvius, about 200 feet 
from the top of the volcano which 
overlooks Naples Bay. 

A search plane first spotted the 
wreckage about noon today after 
four days of fruitless ground, sea 
and air search impeded by fog, 
rain and snow. 


sunken Italian freighter Bonitas. |ing snow, the water temperature 
Two others were missing and _| was a relatively mild 65 degrees. 
three were rescued earlier. | The Coast Guard cutter Chilula 

The Bonitas’ entire 27-man crew | reported tonight that the destroy- 
who had abandoned their sinking er escort Lester had picked up 
ship in raging seas and a blinding |two additional survivors at 3:40 
snowstorm 120 miles off the North 
Carolina coast last night, were 
thrown into the water when their 


folk. The men, identified as Chief 
Officer Albo Cardilo of Trieste 


ures 


bodies of 20 crewmen from the | Despite the 20-foot seas and fall- | yay 


p.m., and was heading for Nor-|% 
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and machinist Guiseppi Valinti 
were reported in need of medical 
attention. 
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Helps You Overcome 


FALSE TEETH 


Looseness and Worry 


No longer be annoyed or feel il-ate* 
ease because of loose, wobbly false 
teeth. PASTEETH, an im ka- 
line (non-acid) powder, sprinkled on 
your plates holds them Armer so they 
feel more comfortable, Avoid embar- 
rassment caused by loose plates. Get 
FPASTEETH today at any drug counter, 
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Chalker Told To List 
Paper’s Stockholders 


A member of a Senate investigating committee 
Wednesday called for State Highway Chairman Roy F. 
Chalker to supply a list of stockholders in his newspaper. 


_ But Chalker is out of town on an 
H ibaa Seized | 


“inspection tour’’ and his office 
| Said he is not due back until next 
] S/ 2 p f | | Monday . 
mw. ay ues 0 | The request for the stockholders 

. : in Chalker’s political weekly, The 
Bride, In-Law |Georgia Recorder, was made by 
A 49-year-old man sought in the | Sen. George F. Jackson of Gray, 
Feb. 10 slayings of his bride and | a member of a Senate committee 
brother-in-law at Ringgold has | investigating the Rural Roads Au- 
been arrested at Louisville, KY.,| tnority whi 
. . . y, which Chalker heads. 
the Atlanta FBI office said Wed Sen.’ Cari Sanders of ‘Anqusté, 


nesday. 
Daniel B. Coovert. alias Reed chairman of the committee, called 
Frank Munger, was taken into| a meeting for 2 p.m. Thursday to 


custody at the home of a relative,| receive the requested information 


* N. R. Johnson, land to hear further testimony 
- special agent in| Chalk 
& charge of the| 0M \na _ 
= FBI office here, | It was reported earlier in the 
FE said. 'week that Chalker had asked all | 
fe The FBI and|highway contractors who own) 
>= Catoosa County) stock in his paper to sell it back 
m Sheriff J. D.|to him. A question of “propriety” 
Stewart said Coo-| is involved, he said. 
vert was charged 
with fatally 
SS hte “s "ue| Elsa Maxwell Is Il 
weeks, Mrs.| NEW YORK, Feb. 19 (®—Party- 
Frances Miles Whitehead Munger,| giver Elsa Maxwell was under an | 
and her brother, Willard E. Miles. | oxy gen tent at New York Hospital 
Johnson said a federal warrant! today, suffering from pneumonia. 
for Coovert, a native of Harrods-|Her condition was reported as 
burg, Ky., was obtained Feb. 11,.| good. She was admitted to the’ 


5: oe hospital yesterday. 
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JAY MARSHALL 
Comedy Star of the 
Ed Sullivan TV Show 


THE MOBILES 
Dance Stylists 


am 


ERV HINKLE 
and His Orchestra 
Vocals by 4 Larks 
Show Time: 8:30 & 11 P.M. 
LUNCHEON IN PARADISE 


JAY MARSHALL 


2 Indicted in 2 Cable Deaths 


Two men were indicted on Weinweber said Mrs. Smith was 


charges of manslaughter Wednes- : driving and Sandra was riding in 


day in connection with the Jan. 
13 deaths of a DeKalb County 
woman and her 2-year-old daugh- 


t 


stretched across a highway. 


the indictment as Loy Pruitt and 
Claude Elrod. 


the accident were Mrs. Mary Jo 
Smith and her daughter, Sandra, 
of 2732 Chamblee-Tucker road, ac- 
cording to police. 


Patrolmen 


the front seat when their 1953 
model car struck the cable on the 
new Buford Highway expressway 


er when their car struck a cable | at Shallowford road. 


Police said Elrod was operat- 
ing a winch on a wrecker, and 
Pruitt was 20 feet up the road 
waving down traffic. 


The two men were identified in 


They said 
Dying as a result of injuries in 


DeKalb Capt. E. T. Wagnon and 
C. W. Potts and L. 


“King of Khyber Rifles” 
“Match-Meaking Marshall” 


Box Office Open 
Daily 12:00 Noon 
Phone MU. 8-5133 


CINEMaScorEe 
COLOR by OF LUXE 


EWELL TO ARMS 
ROCK HUDSON - JENMIFER JONES - VITTORIO DE SICA 


MATINEE DAILY NIGHTS AT 8 


Continuous Shows 1 to 4pm 
All Seats—$1.25 ALL SEATS RESERVED 


(Unreserved) ‘ 
Come Any Time Between Main Floor... .$1.65 
1 & 4. See Complete Show Balcony .$1.25 


MORE DAY | 


coorsyoruxe CHINE MASCOPE . 


For Adults and 
ea bot 


“we 
teed 


ERV HINKLE 


Gifts, Souvenirs, Surprises 
Stow Time: 1 P.M. 


< 


TECCTTTTTTETETTCUTUCTTOT TT TT TT TTT Tt t. 


“JAMES 


DEAN 
STORY” 


—PLUS— 
“JAMBOREE” 
All-Star Rock 
’n Roll Cast 


KEKE KKK 


“In the Dogwood Lounge 
Jim Scott Dun 

FOR RESERVATIONS 
S JA. 3-4042 


<A GO DR os 


Rx 
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}| |RIALTO—POSITIVELY LAST WEEK] || 


TITANIC IN THE TERROR i | 
ITS MONSTROUS PASSIONS: 


GINA 


LOLLOBRIGIDA% 
antoony QUINN 


in VICTOR HUGO'S 


The HUNCHBACK. 
of NOTRE DAME 


CINEmaScoPE TECHNICOLOR 


ee 
a 


American and | 
Polynesian Food 
"at the 


LUNCHEON—11: :30-2:30 


10 Minutes from Downtown 
Atlanta via Expressway 


=i, Ample Parking @ Quick Service 
EXCITING NEW 


INDONESIAN AND 
JAPANESE DISHES 


DINNER FROM 5:30 P.M. 


* 


¥ ie 


RABE UGUBUUUUUUUUUUUUUO UU UUUUUUUU ELE 


Mature Youth Only. 
Until 5 P.M.—$0.90 
After 56 P.M.—$1.25 
TEE TTTTT TTT TT TTT TTT TT TT TT TT TTT TTT TET TT TTT 
BE WARM (OIL-HEATED) 
SEE THE “FINEST BALLET 
COMPANY IN THE AMERICAS’ 


SATURDA TOWER THEATRE 


2:30 and 8:30 
TOWER BOX OFFICE OPEN 11-6 DAILY | 


NATIONAL 
BALLET 
OF CANADA 


Company of 75 With Full Orchestra 


Program: Mat.: SWAN LAKE, Act. Il, Dances from “NUTCRACKER,” 
Dances from SLEEPING BEAUTY. Eve.: LE CARNAVAL, WINTER 
NIGHT, OFFENBACH IN THE UNDERWORLD. 


a 


Prices: Mat. 90c, $1.50, $2.25, $3.00 
Eve.—$1.50, $1.90, $3.25, $4.20 


-e Peete ee ee eee eee ee eee eee aeaeeeeeact ec acaa « 
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SENSATIONAL SAGA 
OF THE MAN ‘TCO 
TOUGH EVEN FOR 
THE TEXAS 
RANGERS"! 


Aw 
v ee 
x oti > 


COLUMBIA PICTURES presents 


GUY MADISON 
THE 


“ - 4 9 ~ 
yet GR ie 
Bo 


HARD MAN 


with VALERIE FRENCH - Lorne creene 
LS ORR Ow § 


THURSDAY IS MAINE 


LOBSTER DAY 


Now you can afford 
to bring the whole 
FAMILY 


— Lobster 1.95 
90 


os pane vie 


iS sss. ae 
9.00 


Includes salad, potato 
and beverage 


Thursday Lunch and Dinner 


, the men were using a cable to 


pull a load of lumber from a 
stalled truck to another truck. 
They added the cable, stretched 
across a lane of the highway, was 
struck by Mrs. Smith’s automobile 
and the two occupants were 
crushed against the front seat. 


Noh FREED) Boon cn 


EERE eee” 
_ NOTHING UKE THIS ALL THE RISTORY OF F HORROR! 


BLOOD of 


| FRANKENSTEN DRACULA | 


| 1 WAS A TEENAGE 


& 


AUDITORIUM, YE°.., FEB. 


Atlanta Music Club 
Marvin McDonald, Mgr. 


—presents— 


PITTSBURGH 


SYMPHONY ORCHESTRA 


WILLIAM STEINBERG, CONDUCTOR | 
SZYMON GOLDBERG, VIOLIN SOLOIST | 
Admission $3.50, 3.00, 2.50, 2.00, 1.50 

Tickets on sale at 


. 


CABLE PIANO CO., PHONE JA. 5-1605 
235 Peachtree St., N.E. 


foramount entice 


rtoon |’ 


GREAT 
WEEK 


A LOT FOR YOUR MONEY! 


Almost 3 hours of unforgettable drama in the 
great tradition of Civil War romance! Love at 
its boldest in M-G-M’s spectacular hit! | 


MONTGOMERY CLIFT - ELIZABETH TAYLOR - EVA MARIE SAINT 


RAINTREE COUNTY 


| 
| 
SRD 


‘‘Picture of the Month!” 
— Redbook 


M-G-M presents in MGM CAMERA 65 


DOORS OPEN 11:45 
COME AS LATE AS 
9:10 P. M. AND 
SEE COMPLETE FEATURE 


CONTINUOUS PERFORMANCES 


LOEW'S 


Use Journal-Constitution Want Ads 


TOWER THEATER 


For Results 


MORAL. RE-ARMAMENT PRESENTS 
FURTHER PERFORMANCES 


TONIGHT at 8:30 
and Mon., Tues., Feb. 24, 25 


THE STIRRING MUSICAL PLAY 


“Superb musical” , 


Starring MURIEL yam and ANN BUCKLES and Supporting International Cast of 100 


- “Notable performance” oolet BOGeenemer” és « 


“Profoundly moving” 


RESERVED SECTION TICKETS Ar sox TICKET 


TO ALL PERFORMANCES WITHOUT CHARGE AVAILABLE 
AT BOX OFFICE. FOR RESERVATIONS CALL TR. 3-2021 


> 


vr a 
o 
~~ 
’ 
d 


, “x. x WAS 


GARNER 


SMAVERICK’ 


himself in his first 
starring big-screen role! 


lg 


po 


THE. FIRST THUNDERING STORY 
OF THE AMERICAN 
COMMANDOS WHJ SPEARHEADED 
THE WAY AND SAVED THE DAY 
ON THE ROUGHEST 
BEACHHEADS OF ’EM ALL! 


if there’s 


another | ee 
girl, she “Sian td 
can’t love you 


ie 
orate eit 


the way I do!” 


OR Gea 


we ns at 
OP atah 


tae 
Me 


| ETCHKA CHOUREAL 


Ta rie 


She's Fresh! . 
| She's Frenchy! 


rad rose FRIDAY] 


% 


f 


AUDITORIUM 


Now thru Feb. 23 


Nightly at 8:30 except Sat- 
urday and Sunday; Sundays) 
1:30 and 5:30 p.m.; Seatur- 
day, 1, 5 and 9 p.m. 


Soy inc. a OF yt Gun. 
; and 9, $3.50, 

$1.25 . Cut rate mat., Sat. 

$3, $2.50, $2, $1.50, $1.25. 


1,000 
GOOD SEATS 


AT BOX OFFICE TONIGHT! 


Get More Out of Life... 
Go Out to a Movie! 
At the Theaters 


ART—Closed today in cooperation with 
emergency sas ortage. 
FOX — Peyton Place, Lana we -% 


gerey Moore. At 12:48, 3: 9. 
Les w’S—Raintree oer. 
ory Clift, 7: ‘ated Taylor. At rcs 


6:15 
PARAMOUNT — | Was a Teen-Age 
nkenstein. At 11:30, 2:04, 4:41, 
_— At 


well to Arms. In C’ 
oon, Jennifer Jones. Mats- “* a 
4 p.m. unreserved. Eves. 6 


Ice Show 


AUDITORIUM — Holiday on Ice of 
1958. 28 All-Star Acts. At 8:30 p.m. 
all seats reserved. 


Legitimate Theater 
TOWER — Moral Rearmament pre- 
oomts The Crowning Experience. At 
p.m. 


Neighborhood Theaters 


AV ONDALE—Legend of the Lost and 


Apache Warrior. 
nek Akar. Ma — Sta 
ohn ar Ma an Doren. 
je Van Cal 
ro) mo Mitchum. 
cwTER Ay ae of Khyber Rifles 
Matc a arshall 
DECATUR—The Below. Rob- 
ert Mitchum, Curt Jergena. 
—The my Below 
obert ite . Color. 
EMORY— t Near the Water. 
Color. Glenn Ford. 


= ~wiieeeee Color, and Hell ir 


EUCLID—Sea Wife. 
to Danger. 

GARDEN—Opening tomorrow 6:45: 
Destination Moon, color 

ay nes Joe Dakota. Jock Mahoney. 
Cc 


GORDON—Don’t Go Near the Water. 
Color. Glenn Ford. 


Coior. Five Steps 


ROVE — Prid nd the Passion 
Frank Sinatra. 3, 5:46, 8:30. 
BILAN e Enemy Below Color 
Robert Mitchum. *S. 


KIRKWOOD—Tammy and the Bache- 
lor. Color. Debbie Reynolds. 
MADISON—Slaughter on 10th Ave- 


Color, Glenn Ford. 
PONCE DE Tro N—Oklahoma! Color. 
Gordon McRae. Nightfall. 
RHODES—The Enemy Below. Color. 
Robert itchum 
TECHWOO klahoma! Color. Shir- 
ley Jones. ightfall. 
TEMPLE—Stopover Tokyo, Robert 


Wagner, Joan Collins. 


Drive-In Theaters 


BANKHEAD—Jamboree, 7:15, 10:20. 
p ortneoee Jungle, 9. 
pase at Dawn, 7; Green 


hey PAR ‘S4)—Baby Face Nei- 


6:40. o, 8: 
GLE ENWOOD—Stopover: Tokyo. Col- 
ree Faces of Eve. 
(Lithia Springs)—The Sad 
Sack, Duel at Apache Wells. 


MOO ae > ae Game. 


m for Me and 
iear the 


t Water. 
Color. Amanen Trader, 

Ss. EXPRESS Ar— wightiag Stallion. 
Green Dolph Stree 

STEW ART— ae ‘Dean Story and 
Jamboree, Rock ‘n Roll. 

N. STARLIGHT —Don' Go. Near the 

a 


Acti of 
S. STARLIGHT—Eddie Cantor Story. 
Johnny Concho, 7. 


Out-of-Town Theaters 


ALPHARETTA DI—Les Girls. Color. 
Pius House of Numbers. 
rok Para- 


dise Flesh a 

85 FAYETTEVILL eld: ‘over! Ro- 
dan and Hell in Kore 

ae LL—Something of Value. Rock 
udson, Dana Wynter. 


SWAN (Norcross)—The 5 
Jerry Lewis, Phyllis Kirk. 


Colored Theaters 


yY— Tareigned Angels 
udson n Threshold of Space. 
CARVER Rebel Without” a Cause 


James Dean. Color 
si—"The Joker 1s Wild. Phantom 
Stagecoach. WAOK Bi Caravan. 
ORREST — Harlem Globetrotters, 
Dane Clark. Pursuit of Graf Spee. 
TZ—N Down 


aym oanne 
Woodw are. Hot Summer N 


ROYAL — Giant double program: 
Naked Africa, White Huntress. 


Dine and Dance Shows 


ad 6ack. 


Rock 


B3e 


MICKEY MARANO’S ANCHORAGE 
LUB—Sta ookie ' 


Cooper, the 
aniacs Quintet. Jape "ame 
ane rne 

Rock —_ Se. 3 floor shows 
E ROOM — In 
rson! Freddie Martell. Dine and 

ance. Show at 9:30 

CLUB PEACHTREE <Onpenite Para- 
a ~ Aanee aheter girl shows 
ton atts, 
0. 1 me comedy 
ean Chappell, 


Padi as 
LEB's a, a ee rring _ Dory 
Ca nada, of aot 1 ll plus 


cunt ert wont Pe. 
— Ann Ari on. 
P eo 
5 ped 5g AF 


in 
ban Pa pale tal ate 


Lounges, Entertainment. 


cae hia 


¥ UNGE ‘Howelt pease 
nd songs. 

Roller Skating 

"Pens. Open ever te 10 pan on 


ROME—Ponce 
cept Sun.; Sat. 2:30 to 5 p.m. 


Ice. Skat | 
"Motel in "Decatur, spat 


Mountain and Ports Bills Sent to Gov. Griffin 


" Continued From Page 1 


‘surplus property, such as the 
‘Whitehall Plantation on the Cen- 
‘tral of Georgia tract in Savannah, 
‘with the permission of the State 
‘Property Acquisition Committee. 
‘and authorize the governor to 


‘make money available for buying | House so as to make a majority | required two-thirds. or disapproval of the governor's 
4and and facilities for dock devel-| of the members legislators and| The vote Tuesday was 138-39, | administration. 
opment. to allow the committee to choose | one more than enough. If approved by the Senate, the) 


' 


A companion measure, taken up | 
‘shortly after the bill, endorsed 
the report of the joint committee 
which had recommended state 


purchase of the Central of Geor- |‘ 


gia property at Savannah. 

“I think those of us who have 
‘the economic interest of the state 
at heart know we are going to 
‘have more facilities down there,”’ | 
Hawkins asserted. | 

Twitty said he was originally 
inclined to be against the pur- 
chase but thought later that ‘“‘we 


must do everything we can to. 


build up our great state ... we 
in Georgia cannot lag behind.” 


Opposition to the purchase was | 


led by Rep. Henry Payton of 
‘Coweta County. 

“It is not the time to expand 
your business property until you 
reach the capacity of the facili- 
ties you have,”” Payton declared. 


He said the existing docks’ best | 
customer was the federal agency | 


' 


shipping surplus cotton. ‘That 
‘day is just about past, and that’s | 
one customer they’re going to 
lose,” he added. | 

Nobody else is bidding on the 
‘Central facilities, Payton argued. | 
“We can get them next year. We | 
can get them five years from | 
now,”” he said. | 

House action on Stone Mountain | 
consisted simply of agreeing to | 
the Senate amendments, which | 
put a $1.5 million lid on the pur- 
chase price and changed the pro- 
posed Confederate Memorial au- 
thority to include a majority of | 
constitutional officers. | 

The House also agreed to the | 


NOW PLAY/NG 


ORIVE-IN 


THEATRES 
ANKHEAD 


SY 4.281/ 


“JAMBOREE” 7:15. 10:20 
All-Star Bop Artists 


“FORBIDDEN JUNGLE” 


Color—at 9:00 


RotTorm 
caret Sad ot Cherihenchn S618 


“RAGE AT DAWN” 


Randoiph Scott—Color—Y 


“GREEN DOLPHIN STREET” 


Lana Turner—Color—#:40 


FOREST PARK 


“BABY FACE NELSON” 


Mickey Rooney—6:40, 9:5@ 


“MACAO” —8 :20 


Jane Russell—Robt. Mitchum 
[; LEN WOoOobdD 
1442) Glenwoeg BY S960) | 


Box Office Open 6:00 p.m. 
’ 


“STOPOVER: TOKYO’ 


Robert Wagner—Color—C’Scope 


“THREE FACES OF EVE” 


Joanne Woodward—C’'Scope 


“THE SAD SACK” 


Jerry Lewie—Phyilis Kirk 


“DUEL AT APACHE WELLS” 


Coler Cartoon 
P EACHTREE 
| Peachtree Bird ot Chemblee Gi. 7.2010 | 


Heaters for Your Car 


“STOPOVER: TOKYO" 


Ceolor—Robert Wagner—C’'Scope 


“THREE FACES OF EVE” 


Joanne Woodward—C’'Scope 


IEDMONT 
Piedmont ot Lindbergh CE TT 


“JAMBOREE” 


All-Star Cast 


“JAMES DEAN STORY” 


Documentary of His Life 


A OOSEVEtT 
Recvevelt Highooy AO. A7 14) 


eaters for Your Car 


“KISS THEM FOR ME" 


olor—Cary Grant 


“THE STRATTON STORY” 


Color—James Stewart 


Box Office Open 6:00 p. 


“DON'T GO NEAR THE WATER” 
“THE AMAZON TRADER” 


John Sutton 


GO. EXPRESSWAY 
PONS. 1) South ot Reaneay Re PO.) S02 | 


“FIGHTING STALLION” 


Bill Edwards—6:45, 10:18 


“GREEN DOLPHIN STREET” 


Color—Lana Turner—7 :55 


“JAMBOREE” 


Fate Domino—Jerry Lee Lewis 


“JAMES DEAN STORY” 


Documentary of His Life 
| Pat N STARLIGHT 


NORTH THEATRE 


“DON'T GO NEAR THE WATER” 
0:45 


Color—Glenn Ford—7, 1 


“ACTION OF THE TIGER” 


Van Johnson—9 


SOUTH THEATRE 


“EDDIE CANTOR STORY” 


Keefe Brasselie—At 8:35 


Frank Sinatra—7, 10:48 


CHILDREN UNDER id 


Senate’s amendments which: 

1. Made the Senate and House 
committees authorized to study 
insurance rate increases a joint day 
committee. Be ae 

2. Revised the insurance laws | Majority approval to the measure/ the voters wguld be given an 


study committee approved by the | but fell nine votes short of the! opportunity to express approval 


its chairman. The orginial House; Rep. John Love of Catoosa| amendment would go to the voters 

resolution named Cravey as chair-| County, author of the proposal,| in November. 

man. said it would strengthen the legis-| Also passed in the House Wed- 
In approving the constitutional | lature’s independence. nesday was a bill suspending com- 


amendment on legislative terms, | Under his proposal, a new legis- | 
the House had to reconsider its| lature would be elected in the 
action on the proposal on Tues-| middle of a governor’s four-year 
At that time it gave a/ term. In this manner; he argued, 


| pulsory 


attendance in _ school\ closed as a result of court integra- THE ATLANTA CONSTITUTION, 
districts where public schools are tion orders. 


LOANS O'sno ewer 


Confidential Loans at Lowest Rates 


BANK VAULT PROTECTION FOR YOUR VALUABLES 
ATLANTA'S OLDEST LOAN CO. DEALING 


EXCLUSIVELY IN DIAMONDS AND JEWELRY 


JEFFERSON’ 8 AUBURN AVE. 
(3 doors from P' tree) 


JA. 2-4786 


EST. 1914 


Thursday, Feb. 20, 1958 15 


Penetro Brings Double Relief to 
6525 FLU-TYPE MISERIES—CHEST COLDS 


to soothe irritated nasal, bronchial membranes, 
open stuffy nose, quiet coughs. It acts fast! 


Works Outside—Rub Penetro on chest, throat, 
back to ease local congestion, relax achy muscles. 


* RPENETRO RUB 


A Plough Product (FOR HEAD COLD DISTRESS USE PENETRO NOSE DROPS) 


ae ee ee be te te i i te ie te te te tn tn te te te te i a i i 


; 


ADMITTED FREE 


Plastic Enamel 


TOILET SEAT 


IN 6 COLORS 


Hardware. 


Fits Standard Bowl 


aE 


EVENING IN PARIS 


DEODORANT 


Regular 15¢ | 


CLEANSER 


2:19 


LIMIT 2 


— @ When you think to- 
day's ‘miracle drugs’ are expensive, measure 
the results they give. Measure your savings 
in hospital bills avoided, costly operations 
prevented, in time off your job. Measure the Tartar sauce, <~ 
health restored, the lives saved. fried potatoes. 0 
Yes, the miracle drug prescription your _—— 

doctor orders today costs you more—but it 
isn’? an expense. it's an economy, 


A 
Today's Prescription Is 
ee History’s Biggest terial} 


7-INCH 


PRUNING 
SHEARS 


Ideal size for 

home gardeners. 49 c 
SPECIAL! 

$1.98 UTILITY 


ALUMINUM 
PAIL 


land butter.... 


1.00 Seller 


Now—-Get Feelable 
Relief in Minutes! 


COLDENE 


Liquid Cold Medicine 
Formulated to fight a cold 


fy 


‘ 


! 
tn 


i 
l 


mira 


Right Reserved to Limit Quantities 


YOU'RE ALWAYS WELCOME AT 


iad sole $3399 ALG . . at 


DRUGS witha REPUTATION 


38 BROAD 
ST., S.W. 


Across from Rich’s 


: 1181 P’TREE 
SELF-SERVICE) ST. NE. 


All-Purpose 


a 


, Paint Tray and Roller Cc 
LOWER PRICES: OPEN SUNDAYS 12 TO 8 P.M. y 88° set 


at any of its 5 stages. Pius 


NEW ADVANCE in Health 
through Nutrition! 


invest in BETTER LIVING with Olafsen \ 


OLA BASIC. 


*1.00 


Across from Davison’s 


$1.98 Value 


JERGENS Y BAILEY’S YW Pepsodent 


, LOTION 


Regular 19¢ Pack of 100 


Cotton-Tipped 
Applicators 1 3 


_——. 


CHICAFE TOOTH BRUSH 


6 OUNCES F ¢ 
) ° 
R 


U.S. P. Glycerin 
SUPPOSITORIES 


infant or Adult Size. 
Bottle of 12. 


Fletcher's Castoria 


Right laxative for babies. 2'2-ounce 


TRAINING PANTS 


Bal Is 4 9. 


Use for cleansing, etc. 
CURITY 


a 
Sd 
SA 
.* 


4»: 77< 


$1.19 VALUE! 
> . Quality cotton. 


counter SPECIALS 


. 


/ q 
CXXKK 


SN N 
* . 
size 2 \ 


| VITAMIN- 
MINERAL 


FOOD SUPPLEMENT 


BIN) ca ; 


\ 


— =" 


Gay colors oF 
stripes. Oak 
frame 


Regular Size 


For upset stomach, 
colds and headaches 
—Use only as directed. 


GLASS 
WARE 


puagRrar 


— 


=| 


oS LIBBEY 


S< | 
eS GLASSES 3¥2-Pint Handled 
2 insone pattern, ] 1-07. 


>S SOUP BOWL | Batter BOWL £ 
a, F ¢ | w . 
BEAD" |cc'its Qe| norte 19 


S-inch Cereal or 


"a. 


o, 3. Bowl Set CANN eri 


se oF" 
THe 


EFT, Includes 4%, 6 and 71, inch sizes. 


QA MIRE i ~ 
WVU OXXKKADE 


ll 
= SS = _— SS eee eS le ee i i i i SS 


OLA BASIC 
ROT 


OLA BASIC 


OLA BASIC 
vi wit 


va 
$240 supriewial 


$2.00 


TUSSY 


RICH CREAM | ANAHIST = ... RUB PAIN AWAY! 


Beauty diet 


for all 3 skin $ 
types. 4-oz. jar 
. Se 
a 


<=, 


NAVIGATOR 


14 vitamins, 1] 
minerals, other 


_ 


alfalfa, parsley 
and watercress. 
FOR NEW, POSITIVE 
ASSURANCE OF BET- 


CASHEWS 


Tasty nut shelf tid- 
Lits—fresh, salted 


© ayy ee 
By Nut Shobf Pah, tae YU 
a hy s Ss Ky NE 
cshew> ‘ve, 


@y 


: 2a Swen, yet ¥ =" 7m, ~ 4 = 


nutrients—plus : 89c Val., Pound Bag JUMBO PRINTS 


67° é or 8 exp. Th 


ne pro MI 
FINISHING [HHI] 
PADS 


= 


TER NOURISHMENT 
FOR BEST HEALTH! 


| Over 1 


seecese ¢ 
(Ask Our Pharmacist 39 
About Ole Basic} 


SUPER 


9 
' 


Eases the sniffles, sore 
throat & cough. 


TIN OF 25 


*2.98 
GERITOL 


TONIC 
$7 98 


CIGARS 


C 
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1-Lb. Bridge Mix 


59c Value 
OM a ee COLOR FINISHING 


cOoVUCcH SYRue 
Rae a ~ 


CT? 2 
. 290 TagiEets 
| SUPER 


S8c 
size O/* | Ree) | oc. 57: 


@Kadachrome ¢ Ektachrome 
®Kodocolor * Movie Film 


ONLY 
2 : Q° 
Fast, Complete Service on R 
(Limit 2) 
=) 


RUB IN 


BEN-GAY 


New—greaseless, stain- 
less! Fase relief from 
aches & pains of colds. 


4 


SIZE 


,-_— = +. **-.*. - 
a 


i ee ie, i 


. s. A LS DD SS DL KD DG 
ltl ee A, ee EE eRe EE LE Ey Ee, YE YY Aye AA YY 4 4 4 YD DDD 
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CIGARETTES 
oar 978) oe $933 


Size 


CARTON | CARTON 
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SUPREME COURT JUSTICE VISITS ATLANTA 


Associate Justice Tom Clark and Mrs. Clark 


—— 


Ports Files 


‘Altered,’ 
Panel Says 


A Senate committee investigat- 
ing state port operations charged | 
Wednesday that purchase records | 
of the Georgia Ports Authority had | 
been “‘altered’’ since the commit- | 
tee’s last meeting. | 


The records had been in the 
custody of Miss Helen Schafer, | 
purchasing and personnel direc- 
tor of the authority. 


Miss Schafer had been asked to | 
appear before the committee 
Wednesday, but instead she sent | 
a letter of explanation, delivered | 
by Authority Chairman Robert E. | 
Frankenfield. 

The letter, addressed to Sen. 
Bobby Lee Cook, committee chair- | 
man, was signed by Dr. H. E.| 
Rollings of Savannah. | 

Dr. Rollings wrote that he had | 
advised Miss Schafer not to ap- | 
pear at the hearing “if at all | 
possible.”” The doctor wrote that | 
Miss Schafer’s mother, Mrs. Wal- | 
ter Schafer, has a serious heart | 
condition which has been ‘“‘made | 
a@ great deal worse in recent) 
weeks because of the associated 
nervous tension which she has 
suffered as a result of her daugh- 
ter’s appearance in this inquiry.” 

Miss Schafer, a frequent wit- 
ness before Cook’s committee, 
testified last Thursday and was 
unable to produce written records 
of bids she said she had taken 
on items purchased for the state 
docks at Savannah. She had 
purchase records with her at 
the time. | 

She said then that she would 
try to produce records of the bids 
at the next committee hearing. 

Sam J. Gardner, authority 
comptroller and assistant execu- 
tive director, brought the pur- 
chase records with him to Wed- 
fesday’s hearing. He testified 
that he knew of no changes made 
Gn the records since Thursday’s | 
meeting. 


POINTED OUT 


Sen. Cook and Sen. Fred Bent- 
ley of Marietta pointed out what 
they said were several specific 
examples of additions that had | 
been made on the records. 

The “additions” they men-| 
tioned were notations of prices | 
purportedly quoted by vendors | 
contacted by the authority and | 
explanations in some cases of 
why there were no price quota- 
tions. 

Cook declared that Miss 
Schafer went through the records 
during a recess in last Thurs- 
day’s meeting and was unable 
to find any instances where she 
had made a record of price quo- 
tations on purchases under $500. | 

Miss Schafer has testified that | 
she gets price quotations on all | 
items costing between $50 and| 
$500 except in cases of emer- 
gency purchases. All purchases 
exceeding $500 are advertised for 
sealed bids, she testified. 


ALSO TESTIFIED 


Miss Schafer also has testified 
that her personal car was painted 
by an authority employe at the 
state docks during dock opera- 
tions. 

Cook asked Frankenfield if—in 
view of testimony about bids and 
the car painting—he thought Miss 
Schafer should continue as the 
authority’s purchasing director. 

Frankenfield said he didn’t 
think the committee had brought 
out enough proof of anything to 
justify firing her. 

Wednesday’s hearing erupted 
into an intra-committee wrangle 
at one point when Sen. James 
Paris of Winder, the third mem- 
ber, challenged questions by Cook 
and Bentley as being irrelevant to 
the ports inquiry. 

The questions, put to Authority 
Chairman Frankenfield, con- 
cerned whether Frankenfield had 
ever sought to erect school bus 
shelters on state highway rights 
of way. 

BENTLEY ASKED 

Bentley asked Frankenfield if 

there was anything to a report 

that he (Frankenfield) and R. A. 
) Griffin, the govenor’s 


i 
| 
| 
| 


Clark Tells 
Of Threats to 
High Court 


Supreme Court Associate 
Justice Tom Clark Wednesday 
night told reporters he has nev- 
er feared for his life since the 
high court’s historic 1954 de- 
cision outlawing racial segre- 
gation. 

Clark said he received an 
average of 25 letters daily dur- 
ing a week's stay at Palm 
Beach, Fla., before coming to 
Atlanta, where he will address 
the American Bar Assn. Satur- 
day. 


“WHAT DO YOU THINK?” 


Asked if the letters were 
threatening, Clark laughed: 

“‘What do you think?’ 

Then the former Attorney 
General commented: 

“No, I’m _ not particularly 
afraid of anybody. My grand- 
father was killed up in Alla- 
tona, Ga., fighting with a Miss- 
issippi regiment during the 
Civil War.” 

Clark proudly pointed out that 
his grandfather was a Confed- 
erate colonel and Clark’s Hill 
near Augusta is his namesake. 

Justice Clark was asked if he 
was still warmly received in 
Texas, his home state. 


DECEMBER VISIT 


“T spent the last week in De- 
cember in Texas,” he said. “I 
still have two: grandchildren, a 
son, brother and my wife’s 
mother there. It’s amazing, that 
three years ago I used to get 
threatening calls and ugly let- 
ters there, but not as many 
any more.” 

He refused to comment on 
whether he thought the Supreme 


| Court had lost prestige since 


the segregation decision. 

One newsman asked: 

“Mr. Justice, you certainly 
must know of the high senti- 
ment in the South, particularly 
here in Georgia, against the 
court since the segregation de- 
cision. Do you have comment 
on this?”’ 

Clark replied candidly: “I 
am aware of this but have no 
comment. 

“You can’t draw me out,”’ he 
laughed. ‘A lot of reporters 
have tried it.”’ 


some state officials about such a 
venture. He said he had never 
discussed it with Cheney Griffin. 

The authority chairman said he 
discussed the school bus shelter 
proposal about two years ago with 
Roger Lawson, then State High- 
way Board chairman, and John 
Quillian, board member. 

He said Lawson thought it was 
an “excellent idea’’ and stated 
he would approve construction of 
the shelters on highway rights of 
way. He said Quillian concurred. 

Frankenfield said Lawson told 
him that each location of a shelter 
on highway rights of way would 
have to be approved individually. 

Asked why he didn’t go through 
with the plans, Frankenfield said, 
“IT just didn’t get around to it.’’ 


Emory Awarded 
$26,000 for 


Fellowshi ps 


A $26,000 grant has been award- 
ed to Emory University’s Depart- 
ment of Sociology and Anthropol- 
ogy to support the department's 
new pre-doctoral fellowship pro- 
gram for two years. 


The award, made by a private 
foundation, makes it possible for 
the department to offer three fel- 
lowships annually, paying $4,000 
each to “highly qualified students 
working toward the Ph.D. de- 
gree.” 

These $4,000 fellowships, which 
will take effect when the program 
begins next fall, are believed to 


ships currently offered at the pre- 
doctoral level in any university,”’ 
according to Dr. James W. Wig- 
gins, chairman of the department. 


2 Youngsters | 
Saved from 
Frozen Lake 


Two young Atlanta skaters 
were rescued from frozen 
Moore’s Lake Wednesday by a 
passing motorist after they 
plunged through the ice. ~ 6 t 

P. H. Thompson, 2245 Berna- 
dette Lane, NE, said he was jUNnIOF swea er 
driving by the lake, at Roswell 
shear gpg mpeg LEA AN id ! 
when he saw the two skaters 7 
trying to climb from the hole. 
One of the youths was Ann 0 vf 1 
oe thea s Aagerlmy 35% to 50% and more off! 
and Mrs. Claude Thompson, . , 
2342 Adina Dr., NE. The other. Almost our entire stock of all types of sweaters in fur blend and 


boy about 8, scampered off as Tycora* ... marked to new low prices! The lowest of the season! 
Soon as he was out. Choose from the many, many beautiful colors and styles... all 


pice ng caged in sizes 34 to 40. Rich’s Junior Sportswear, Famous Fashion Fourth 
girl, said there were ‘‘about 50 


or 75” other skaters ‘“‘just stand- 
ing there and watching.” 


“I jumped in and broke the Fur Blend Sweaters $7 eg $9 99 
ice for about 40 feet until I © and e 
reached them,” he said. “She 


was in water up to her shoul- Tycora* Sweaters 


ders." Thompson said the girl 


told him she fell in and the $3 99 $5 99 $7 99 
little boy, whom she did not 6 7 * 


know, came to her rescue. 


be “The most generous fellow- 


A 


special, pur 


chinese cashmere... 


the finest in full-length luxury coats 
that. regularly would be $125, now only 


Your choices are many! The values are the best! Cashmere makes the most perfect of 


all the luxury coats and now you may buy yours at savings prices! Black! Nude! Ba- 


atta chong Le : 


in the big 
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Raft’s heroes 
were “big shots” . . . George Raft 


once looked up to hoodlums who had 
“discovered that people would do any- 
thing to get a drink.” Al Capone, Lucky 
Luciano, Owney Madden and other mob- 
ster big shots who exploited Prohibition 
were his heroes. He explains why in 
the 7th installment of his amazing, con- 
fessional autobiography “I Can’t Escape 
My Past.” (It appears daily except Sat- 
urday in the Journal.) 


7 tor the 
4 Sa ee pa i 
/ LADIES eee 


Peggy and GWITW: 
an Atlanta legend . . . clark Gable 


said, “The most fascinating woman I 
ever met.” That’s Atlanta’s own Mar- 
garet Mitchell, who became a legend 
even during her lifetime. The demure 
Peggy spurned the fame and fortune 
accorded her to pursue a quiet and or- 
derly life with her husband. Marjory 
Rutherford, Atlanta Constitution staff 
writer, tells the Margaret Mitchell story 
in the Sunday series “Georgia Women 
You Can’t Forget.” 
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MEN 4 


Cage tourney 


{iM@ . . . Basketball fever is reaching 
its high pitch now that state and city 
prep leagues are winding up their sea- 
sons. Fans are promised a lot of action 
when contenders vie for championship 
trophies in the various upcoming tour- 
naments. Complete and accurate cov- 
erage of the prep basketball picture is 
yours in the sports section of the At- 
lanta Journal and Constitution. 


this 
Sunday 
in... 


Back on Corregidor 


CORREGIDOR, Philippines, Feb. hama! Navy! Glorious colors in fine cashmere! Select in misses’ and petite sizes! Pay 
19 (®—U.S. Marines have returned ‘wi _ : iat 
to this historic little island at the for your coat on any one of Rich’s five easy credit plans. Rich’s Misses’ Coats, Famous 
mouth of Manila Bay for the first | 


time since it fell to the Japanese| Fashion Fourth, SHOP FRIDAY NIGHT TILL 9! 


mcd 


EARLY BIRD SPECIALS! - 


RICH’S MAIN BASEMENT 
MEN’S LEISURE SLACKS, slub-weave linen-look cotton. Waists 
28 to 42. IF PERF. $2.98 
MEN’S UNDERWEAR: Broadcloth shorts, 28 to 44. Cotton un- 
dershirts, 34 to 46. IF PERF. 49c 
MEN’S SLACKS, rayon gabardines, flannels. Hollywood waist 
style. Blue, brown, grey or black. 28 to 42. Irregs. 
MEN’S LONG SLEEVE SPORT SHIRTS, cotton. Ivy and regular 
styles. Irregs. Blue, tan, grey or red. 1412-172. 
BOYS’ JEANS, Semi-Western cut. 10-oz. with zipper fly. Select 
irregs. Sizes 6 to 12. Good buy! IF PERF. $1.69 
BOYS’ SPORT SHIRTS, long and short sleeve broadcloth. 6-16. 
IF PERF. $1.69 AND $1.98 
MEN’S DRESS SHOES, leather. Wing tips, moc toes, Ms wy toes, 
others. 6-12, C and D widths. REG. $8. 95 
MEN’S DUNGAREES, 10-oz. reinforced blue denim. 28 to 42. 
IF PERF. $1.98 TO $2.49 


RICH'’S BASEMENT, STORE FOR HOMES 
VENETIAN DOOR MIRRORS, 
Clips for easy installation. 
MUSLIN AND PERCALE SHEETS, twin or double, fitted and 
flats. Prints, solids, whites. Firsts and irregs. 

COTTON FLANNEL SHEETS, for blanket use or sheets, Whites 
and plaids. Soft and warm. 

2-PC. BATH MAT SETS, broad assortment of showroom samples 
and closeouts. REG. $1.99, $2.99 AND MORE 
LUXURY QUALITY TOWELS, by Cannon, Martex and Callo- 
way. 22x44; 25x48. Irregulars 

ner aad WOOL CARPET SAMPLES, 27x27’. Solid and pat- 
terned. 

INNERSPRING MATTRESS, boxsprings. Precision balanced, 
sisal insulation. REG. WOULD BE $29.95-$39.95 
SCATTER RUGS, drastically reduced. 2x3’ to 4x6’. 
You'll want several. 

FASHION COTTONS for spring and summer sewing. Washable 
percales, 36” wide. Prints, solids. For all uses. 

SINGLE, DOUBLE, TRIPLE WIDTH DRAPES, 63” lengths. 
Rayon barkcldth. Solids and prints. 

BEDSPREADS, Provincials, solids, prints. Completely washable. 
Twin or full. REG. $4.99 AND MORE 


16x58” clear glass. 6 plastic 


RICH’S FASHION BASEMENT 

DRESSES, cottons and rayons. Dressy or casual. 7 to 15, 12 to 
20. 142 to 24. REG. $6.95 AND MORE 
MISSES’ SKIRTS, cotton prints, solids, gabardines. Pastels, 
navy. Sizes 10 to 16. 

MISSES’ SLIPON SWEATERS, 100% Orlon short sleeve classics. 
Pink, aqua, blue, navy. Sizes 32 to 38. 

ORLON CARDIGAN SWEATERS, long sleeve classics. Pink, 
navy, lilac, blue, aqua, rose. 34 to 38. 

10 AND 16-RIB UMBRELLAS, novelty handles, Rayon Acetate 
covers. Solids, plaids. 1 to a customer. Reg. $1.98 
COSTUME JEWELRY, bracelets, pins, earrings, necklaces. Stone 


set and tailored, many styles. 
*Plus 10% Fed. Tax. 


PETER PAN COLLARS, pique, organdy, simulated pearl. Variety 
of styles, tailored, dressy. 

WOMEN’S SLIPPERS, CASUALS, satins, felts, corduroys, velvets 
in slippers, oxfords, flats, wedges in 4 to 10. 

SAMPLE HATS, one of a kind in straws, fabrics in the newest 
fashions. Pastels, whites, navy. REG. $8.98 AND MORE 
MORPUL SOCKS, heavy cotton, triple turn top, elastic cuff, 
White. Buy several pairs and save! 82 to 11. IF PERF. 59¢ 


RICH’S BASEMENT, LOWER LEVEL 

DRIP DRY COTTON BATISTE SLIPS, embroidery trim top and 
bottom. Full cut. White 32 to 44. Also petticoats. 

COTTON PETTICOATS, embroidered ruffle bottom, shadow 
panels. Elastic waist band. White. S, M, L. REG. $1.59 
PANTIES, Nylon Tricot, oe, tricot, elastic leg or band leg 
briefs, White, pink. Sizes 5, 6, 7 EG. 69c, 79¢ 
COTTON, RAYON DRESSES, coat styles, 34 button front, cotton 
and rayon blends. 12 to 20, 1412 to 24¥2. IF PERF. $3.99 
COTTON DUSTERS, washable, little or no iron fabrics, em- 
bossed, plisse, everglaze. Peter Pan collars. 12 to 20. 
WASHABLE COTTON DRESSES, reduced from stock. Many 
styles and colors. Don’t miss these values! 12 to 20. 

BRAS, white cotton, copy of a much more expensive bra. Cir- 
cular cup in sunburst design with band under cups, 32 to 40. 


CHILDREN’S CENTER, RICH’S BASEMENT, STORE FOR HOMES 


GIRLS’ COTTON KNIT PANTS, white, eee thickness. Buy 
“them now and save 20c a pair. Sizes 2 to | IF PERF. 39c 


‘COTTON DRESSES, solids, stripes, plaids. Full skirts 


rincess 
styles, dressy or tailored. 1 to 3, 3 to 6x. IF PERF. 


$1.98 


*20.00 
66‘ - *5.99 


| Sorry, No Mail or Phone Orders. 
= Some Quantities Limited. 


+1.44 
29° 
+1.99 
*1.33 
99° 
99° 
*4.44 
*1.34 


*4.44 
*1.39 
65° 
*1.49 
78° 
+1.00 


29° vu. 


$2.99 ~. 


*2.99 


*5.00 
99° 
99° 

41.79 
99° 

39° 
69° 

*1.00 

*5.00 

3-51 


*1.49 
99° 
50° 
+2.00 
+1.99 

50° 

39° 


» 19% 
*1.33 


GIRLS’ COTTON ANKLETS, turn-over cuffs, white, dark or 19° 
pastels. Sizes 6 to 11. Irregs. - 
CHILDREN’S, TEENS’ SCUFFS, hand-washable chenilles, $4 00 
terrycloth. Small, Medium, Large. . — . 
GIRLS’ COTTON SHIRTS, long sleeve tailored in plaids, stripes, 79° 
solids, checks. Many spring colors, 7 to 14. 

AMAICA SHORTS, solid lins and woven plaids, red, blue 

Ica black. 7 to 14. Also trary he shorts. : REG. $1 98 $1.09 


SMALL BOYS’ COTTON KNIT POLOS, red yarn in jac- 
quards, stripes, solids. Short sleeves, 1 to 3, 3 | 


to 6x, 


50° 
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BASEMENT. 


PICK GIANT-SIZE VALUES ... blossoming every- 
where...in great abundance in our Basement Spring 
Sale 


CHECK THE WIDE ASSORTMENTS... one great 
special purchase after another ... special savings 
all through the basement 


SAVE MONEY ... prices are lower... values are big- 
ger... fashions newer ...quality dependable 


THE EARLY BIRD GETS FIRST CHOICE. Be here when the doors open. Buy for the 
Easter Parade . . . Spring housecleaning . . . Spring vacations . . . new outfits for the 
whole family . . . playclothes for fun days . . . dress-ups for Sundays .. . new things 
for the house, too! Now’s the time to save. Little or big. . . you'll find them all in Rich's 
Basement Spring Sale now at prices you can’t afford to pass up. Use one of Rich's 
easy credit plans or convenient layaway. Come early... but hurry... the selection’s 
fine and the prices right. Shop till 5:45! 


HUNDREDS OF UNADVERTISED SPECIALS: 


SHOP AND SAVE IN ALL 43 DEPARTMENTS: 


6 Atlanta Skaters 
Put the South on 


By ELIZABETH MORGAN 

Who says Southerners don’t 
get a chance to enjoy winter 
sports? .. . Holiday on Ice of 
1958 claims six young skaters 


Draw Fine Line 
Around the Lips 


By RAYMONDE ALEXANDER 
It takes the right tool to do a job right so it should 
come as no surprise to see the cosmetic industry bring 


Ice 


cal specialty 


out a new tool for applying lipstick. 
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from Atlanta alone. 


For years women worked . Th d F b 20) 1958 And the six home-grown per- 

. . . + ale Department, The Atlanta Con- ursaay, rep. : a, 

Color about ihe size of a lady's stitution as — See ie 

one. ee Teen-age Mail Mia's first ice rink which 

easy as trying to pin-point a » When Holiday on Ice came to 

crayon on a dot. a on t town last year, five of the At- 3 os? 0 MB RF et we 
Consequently the drawn lantans (Freddie Curry already 

mouth was usually somewhat belonged to the company) au- 


off its mark—not to the degree 
that it was offensive but just 
enough so as to miss perfection. 


THEN THE BRUSH 

Then along came the lipstick 
brush. This was supposed to 
help all women become art- 
ists—to draw mouths that were 
perfectly the shape they wanted 
them to be. 

Unfortunately it usually took 

the talent of an artist to use 
the lipstick brush with maxi- 
mum effectiveness. And, while 
many changed over to the 
brush method, many found it 
unwieldy in their unskilled 
hands. 
‘ As @ result, the brush has 
made no sweeping change in 
applying lipstick — those who 
could used it and those who 
couldn't stuck with the tube. 


duced to Atlanta through a lo 
store by Miss 
Velma Frnka, it can be used 
by anyone who can draw a 
curved line with a pencil. 

Fashioned like an automatic 
pencil, it has lipstick sharpened 
to a point only a mite larger 
than a pencil point and the line 
that can be drawn with it can 
be as true as a line drawn sd 
a. protractor. 


The point can be kept share ; 


as a needle with a brow pencil 
sharpener. It comes equipped 
with pink or red lipstick and is 


ms ‘Bieg % 


x 


- 


taff Photo—Bil!l Wilson 


MOUTH DRAWING IS DOWN TO FINE POINT 


Miss Velma Frnka Uses New Pencil Lip Liner 


Let Son 


Drive Car 


By DOROTHY RICKER 
Dear Mrs. Ricker: 


My problem may seem small 
to some people but, to me, 
it is a big one. It is about the 
family car. I have passed Driv- 
er’s Education very successfully 
in school. I have a safe driving 
certificate given to me by the 
school and signed by the princi- 
pal and teacher. 

I am 17 and a junior in high 
school. I have a driver’s license 
and I am willing to pay for the 


school clubs. All of my friends, 
and I do mean all of them, 
drive cars and that leaves me 
alone when I want to go on a 
date. Mrs. Ricker, please advise 
me what to do. 


I can understand how you 
feel about this problem because 
{ can remember how anxious 
my son was to start driving on 
his own. Just as soon as he 
learned to drive and was old 
enough for a driver’s license he 
used the family car. So natural- 


give their children every ad- 


ditioned for and landed jobs in 
the chorus. Now, after going to 
Sioux City, Iowa, last summer 
to learn their professional parts, 
the skaters have come home as 
seasoned performers. 


Besides Miss Curry, 


Pat Wil- 


son, Jane Morris and Patsy Coy 
skate in the girls’ chorus. Hart 
Breaux and George Williams 


are members of the boys’ 


cho- 


rus. Three of the girls went to 
Koosevelt High together. 


Most members of .the com- 


pany have skimmed along the 
ice — in and out-of-doors — all 


their 


lives. But their head 


start didn’t bother these Atlan- 
tans. 


Take the case of Patsy Coy, 


whose father, T. B. Coy. works 
for the show every year when 
it comes to town. Naturally, fa- 
ther took daughter to the show 


LIP LINES to each year. LEighteen-year-old through the Middle West and 
© Mew thie new tesl,. called. on pgp Prt psn Leng Patsy first watched the grace- New England states, and soon 
* lip liner, should be somewhat ee * ful, colorful skaters when she the show will go to Mexico City. 
* of a revolution. Being intro- even to church meetings or was five years old. Members of the company get 


From that time on her fas- 


cination grew until she got a 
chance to try her own skates 


at 


the local rink. Patsy had 


taken tap dancing lessons, and 
used to appear with a dance 
group on local: television pro- 
grams. 


Supper to Honor ABA Visitors 


Stonehaven, the country home at Stone Moun- 


Skating was just a step from 


dancing for this tiny, pretty 
performer. 

At first, explained Patsy. her 
parents weren't too pleased 
with her skating dream. ‘““They 
thought what most parents 
think about a daughter in show 
business,”” commented pony- 
tailed Patsy, and cringed. 
“They wanted me to be a sec- 
retary.” 

“But,” she added with a 
flashing smile, ‘“‘they’ve seen 
me in the show now and they’re 
giad I joined.”’ 

Patsy has joined the show and 
seen the country, too. She's 
toured west to Salt Lake City, 


two weeks vacation at Christmas 
and six weeks between shows 
in the summer. Patsy plans to 
come home for summer vacation, 
just like she did for Christmas. 

And what did she do in At- 
lanta in December? “Why,” 
laughed Patsy joyfully, “I skat- 
ed every day.” 


Ne 


are prominent in the legal profession or in naval 


LOCAL SKATER SERVES UP ENTERTAINMENT 


Patsy Coy Spends First Season With Holiday on Ice 


Ceramic Grou p 


Plans Meeting 


The Georgia State Ceramic 


refillable. Mi USS Bi ham ti Vi ai. ly, I agree with you that your tain of Hugh Howell Jr., Atlanta attorney, will activities. Hobby Ages. wil teest Thurs- 
OUTLINES THE MOUTH father is being unfair. form the setting for a reception and supper to Adm. Ward and Mr. Becker are in Atlantato day Feb. 27. at 10 a.m. in the 
It sition the ‘suse of the The basie question is: “De be held Saturday evening in compliment to Rear attend the Southern regional meeting of the home of Mrs. Eugene Redd, 

7 y ‘obligation’ t i é ong od 
mouth with sureness and keeps —O George Gilbert parents have an ‘obligation’ to Adm. Chester A. Ward, judge advocate general American Bar Assn. 4518 Clairmont Rd, Decatur. 


the lipstick from feathering into vantage within their means?” ° the U.S. Navy, and Mrs. Ward, and Loftus In addition to Adm. and Mrs. Ward, Mr. Beck- red aap deem pom 
tiny wrinkles around the mouth. Mr W. Bich th — which, in your case, would in- Becker, general counsel for the U.S. Department = _ er, Lt. Gov. and Mrs. Vandiver, honor guests will eusivetion B 

As the hours pass, your lipstick Mrs. Ernest - oignam announces Wie marriage clude the use of the family of State. include Capt. Robert A. Fitch and Cmdr. Jack ; ie | 
should stay where you put it— of her daughter, Miss Mary Alice Bigham, to George saahis aus Me . The executive board also 
on the mouth, not running into Leslie Harvie Gilbert of Norwalk, Conn. automobile. Lt. Gov. and Mrs. Ernest Vandiver head the Gleason, office of the judge advocate general,  wijj meet to discuss plans for 


these little crevices and losing 
its shape. 


According to Miss Frnka, you 
should draw your mouth with 
the lower lip extended beyond 
the upper to give an upturn at 
corners. This gives the face a 
happy look—you always seem 
to be wearing a smile. 

“With this new lip liner you 
can put on lipsticks of two col- 
ors—one on top of the other— 
much smoother and easier for 
the blended look that will be so 
popular this spring,” said Miss 
Frnka. 

“MUST BLEND” 

“Since lipstick is the only 
artificial coloring on the face, 
it must blend with the color you 
are wearing. This spring there 
will be a preponderance of 
greens and blues and greens 
combined. Choose lipsticks in 
the pinks and oranges for the 
most flattery,’’ advised Miss 
Frnka. 

While Miss Frnka is here, she 
will also help you with getting 
your skin into condition for 
spring. Having studied for a ca- 
reer in pharmacy, she is well 
versed in what effect cosmetics 
have on the skin. 

And she is a constant reader 
of new research in the field of 
cosmetology, paying special at- 
tention to activities in skin con- 
struction and skin types. 

IN FIELD 33 YEARS 

She has been in the cosmetic 
field for 33 years, nine of which 
she has spent traveling the 48 
states with her present line of 
beauty aids. 

She whispered news of a 
unique blend of rouge she also 
plans to introduce here. It’s a 
new rouge that changes on 
every skin to a tone that gives 
that skin whatever tone would 
be blush for that particular 
skin. Because the rouge 
changes in this manner, any 
color lipstick may be worn with 
lt. 

For shopping information, 
call JA. 2-5050, Ext. 394, or 
send a self - addressed post 
card to Lip Liner, Women’s 
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South Carolina 
Club Plans 
Meeting Today 


The board of the South Caro- 
lina Club will meet for luncheon 
on Thursday, Feb. 20, at 12:30 
p.m. in the home of Mrs. O. L. 
White, 225 West Paces Ferry 
Rd., NW. Mrs. Milton Berry, 
Mrs. Everett Padgett and Mrs. 
T. Frank Phillips will assist the 
hostess. 

The entire club will meet 
Monday, Feb. 24, at 11 a.m., for 
luncheon in the Atlanta Wom- 


The ceremony took place at 
St. Mary’s Church in Norwalk, 
Connecticutt. 

The bride is the daughter of 
the late Ernest W. Bigham, At- 


lanta real estate contractor, and 
is the niece of the late Miss 
Moina Michael, the originator 
of Poppy Day, and also of the 
late Madge A. Bigham of At- 
lanta, author of children’s 
books. 

Mrs. Gilbert was a ballerina 
with the Atlanta Civic Ballet, 
studying with Dorothy Alexan- 
der and Lottie Hentschel and 
dancing the leading role in the 
Sleeping Beauty Ballet at the 
Municipal Auditorium. Since 
going to New York she has ap- 
peared on television with Perry 
Como, Red Skelton, Milton 
Berle, and Jimmy Durante, and 
has danced on Broadway with 
Ray Bolger in ‘“Where’s Char- 
ley.”’ 

Mr. Gilbert, a native of Lon- 
don, England, attended Mer- 
chant Taylors School there and 
holds engineering and science 
degrees from London and Ox- 
ford universities. He is vice 
president of the American Steel 
Export Co., Inc., of New York. 


J 
WEDS NEW YORKER 
Mrs. G. L. H. Gilbert 


He and his bride will reside at 
Stoneacres, Murray St., Nor- 
walk, Conn., and at 230 East 
73rd St., New York City. 


In my opinion, parents do 
have that obligation and use of 
the family car should not be 
forbidden to a mature teen- 
ager, assuming, of course, that 
the youngster is capable, level- 
headed and dependable. 


In these times, the use of an 
automobile can be an important 
factor in a teen-ager’s life. It 
can make a great difference in 
the scope of his activities and 
the friends he makes. Since 
these things contribute much 
to his social know-how and the 
development of his personality, 
I believe use of the family car, 
with reasonable limitations, of 
course, is desirable and im- 
portant. 


To some degree, then, parents 
do have an “obligation” to make 
the family car available at 
times and I hope you can per- 
suade your father to ‘“‘see the 
light.”’ 

This column is conducted 
for teen-agers and their par- 
ents. Letters can be answered 
through the column only—as 
soon as time and space per- 
mit. Write your problems to 
Dorothy Ricker in care of The 
Atlanta Constitution. 


Let’ N vu Marketing 


Canned and Dried Foods Play 


Important Role After Freeze 


By VIRGINIA DYSARD 
Constitution Food Editor 

Pickings are slim, but there 
is still plenty for everyone. As 
long as grocers keep us so well 
supplied with the great variety 
of canned and dried foods there 
will be an ample amount of 
food on the table. 

Dried prunes, for instance, 
have been added to the list of 
plentiful foods. They are highly 
versatile and easy to prepare. 

Pinto beans also offer the 
menu planner a high protein 
fill-in. They are excellent budg- 
et extenders and can be made 
up into flavorful dishes. 

Besides the cold weather 
which has prevented harvesting 
of a great many fresh items, 
the snow has also. hindered 
shipment of some of the com- 
modities from the Midwest 
which are ready to be put on the 
retail marker. As a result, of 
course, most fresh vegetables 
are light in supply and high in 
price. 

TOSSED SALAD WEATHER 

It must be tossed salad wheth- 
er sinse escarole, lettuce and 
carrots are in greater supply 
than usual and more abundant 
than most vegetables. Toma- 
toes are still on the market be- 
cause most of them are coming 


out-of-range as you might ex- 
pect. 
Lemons are plentiful, but ap- 


ples are the most abundant 
fruit. Now is the time to boil, 
broil and bake apples. Rhubarb 
is a change at a pleasing price. 

There is little change in the 
meat picture this -week, but 
pork loins are somewhat cheap- 
er. Roasts and hams are good 
pork values this week, while 
rib steak and chuck roast are 
the better beef choices. Some 
markets will feature steaks 
this weekend. 


BETTER EGGS 

Poultry continues to be a 
good buy, with: ‘plentiful supplies 
at reasonable prices. Large 


sure the fish is cleaned before 
storing. 

When frozen fish is wrapped 
in parchment paper or cello 
phane, it should be enclosed in 
another moisture-proof wrap- 
ping before placing it in the re- 
frigerator. Packaged frozen fish 
should remain in the package 
until time to use. 

Frozen fish, fillets and steaks 
may be cooked while still fro- 
zen, but they will take longer 
to cook. Fish can be thawed at 
refrigerator temperature. Thaw 
just long enough to make prepa- 
ration easy. A one-pound fillet 
will thaw in the refrigerator 
in about 18 hours. 

Whole or drawn fish can be 
thawed under cold running wa- 
ter. Packaged fillets and steaks 
may be thawed in water too, 
but do not remove from pack- 
age while thawing. Never re- 
freeze thawed fish, as it spoils 
very rapidly. 

FAT FISH 


As a- rule, fat fish, such as 
salmon, white fish,. and lake 
trout, are most desirable for 
baking and broiling, because 
their fat will keep them from 
becoming dry. 

Lean fish, such as cod, hali- 
but, perch, haddock and pike, 


invitation list of more than 200 Atlantans who 
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the ceramic show. 


Woolworth 


genuine imported 


: ha hot drop forged, nickel plated. 


1-9 BROAD ST. 
1021-5 P’TREE ST. 


879 GORDON ST. 
CAMPBELLTON PLAZA 


Hardened Steel Shears, Nippers and Scissors. 
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197-99 PEACHTREE ST. 
PARKVIEW PLAZA 


. from Cuba. Potatoes, onions, grade A eggs are a better buy are preferred by some for nm W. WOOLWORTH CO. 114 N. MAIN ST. 2781 LAKEWOOD AVE. 
the ee Dr. Rare Eidson - and cauliflower are other good on a price-per-pound basis than sonuiia and PR An ex- 197-99 Peachtree St., N. E., Atlante East Point, Go. 4076 PEACHTREE RD. BELMONT HILLS 
University of Georgia will food buys this week. any other size egg. cellent way of preparing lean | | pisses send me (stote quentity) Scissors | 3071 PEACHTREE RD. (Brookhaven) SHOPPING CENTER 
speak to the group. He will dis- The effect of the last two Since fish is a main topic of fish is to wrap it in aluminum ‘ T “ee (Buckhead) 120 E. PONCE DE LEON Sones Te 
cuss current South Carolina fFjorida freezes on the citrus food conversation during Lent foil and bake it for 30 minutes See ee eae : | 3653-57 MEMORIAL DR AVENUE NORTHEAST PLAZA - 
-writers. Dr. Eidson, a South’ products is not yet determined. it is well to know some impor- at 350 degrees. It leaves no fish et $1.19 per poir plus 4¢ tex per poir. | wh Ge. nas Ga. Bade on seve 
Carolina native, was a Fulbright Oranges and grapefruit are still tant facts about storing and odor and the moisture is sealed |_| NAME = 
professor at the University of in the markets, but not in as cooking it. If fresh fish is not in, so basting is not necessary. 
Freiburg. large quantities as in past going to be used immediately, Lean fish can be baked open ADDRESS CITY & STATE — 
Binny Collins of the Atlanta; 


Boys Choir, accompanied by 


Judy Pickard, will sing. 


years. 
and grapefruit is a little higher 
than normal, but net nearly so 


The price of oranges . 


wrap it in moisture-proof paper, 
or place it in a tightly covered 
place in the refrigerator. Be 


if basted frequently. Both lean 
and fat fish are well suited for 
frying. 


ENCLOSED IS CASH 


MONEY orpeR__ | 8 . 
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Numerous Parties 


For ABA Visitors 


With every plane and train bringing bigwigs of the legal pro- 
fession into town for the southern regional meeting of the Amer- 
ican Bar Assn., the social calendar receives a decided impetus. 
Inspired principally, of course, by the feminine element, for many 
of the lawyers are bringing their wives. 


In addition to the luncheon and fashion revue to be held today 
at the Driving Club for the feminine visitors, another luncheon- 
style show on Monday at the Cherokee Club, and several home 
and sightseeing tours, numerous private parties have been 
scheduled. ‘ 

Mr. and Mrs. William B. Spann Jr. are entertaining at dinner 
tomorrow evening at Dale’s Restaurant for a group of friends from 
Georgia and the Southeast. Among their guests will be James L. 
Shepherd of Houston, chairman of the House of Delegates, and 
Mrs. Shepherd, William J. Jameson of Billings, Mont., past presi- 
dent of ABA, and Mrs. Jameson. 


On Monday evening the Philip Alstons Jr. will team with the 
Spanns to be hosts for dinner to a group of prominent members 
of the House of Delegates. The party will be held at the Alston 
home on W. Paces Ferry road. 


Those former Atlantans, Mr. and Mrs. Mac Asbil of Washing- 
ton, who are here for the meeting, will be honor guests when Dr. 
and Mrs. Elbert Tuttle Jr. entertain at cocktails on Saturday at 
the Driving Club. 


On Sunday at the cocktail hour, Mr. and Mrs. Herbert Johnson 
will entertain a group of members of the House of Delegates at 
their Peachtree Battle avenue residence. 


Monday afternoon a cocktail party will be held at the Chero- 
kee Club for the visitors, with the calling hours from 5:30 to 7:30 
o'clock. Afterward Mr. and Mrs. Baxter Jones will entertain a 
group of out-of-town guests in the House of Delegates at dinner 
at their home on Tuxedo road. On the same evening Mr. and Mrs. 
W. Neal Baird will be hosts at a dinner party at their W. Wesley 
road home, and the Randolph Throwers will also entertain a 
group of out-of-towners at dinner at their Woodward Way home. 


MRS. RHODES PERDUE will seek a warmer clime on Mon- 
day when she leaves for Miami to spend 10 days with her mother- 
in-law, Mrs. L. O. Bricker, at the Flamingo. 


LETITIA DE GOLIAN, daughter of the Richard de Golians 
who is known as Candy to her friends, is just back from New 
Orleans with wondrous tales of the Mardi Gras festivities she 
attended. The trip was a gift for her 13th birthday. 


Candy visited Paula MacPherson, daughter of her mother’s 
life-long friend, Mrs. J. Ritchie MacPherson, who is herself a 
former queen of Mardi Gras. The MacPhersons live in one of the 
famous old houses of New Orleans, the Madame LeVert home, 
and it is a tradition with them to keep open house on Mardi Gras 
Day which was Tuesday. 


Candy is a seventh grader at Christ the King School. Her 
friends will recall Paula’s visit to her here last summer. 


WHEN THE CANADIAN NATIONAL BALLET arrives this 
weekend to appear at the Tower Theater, Mr. and Mrs. W. G. 
Starke will come from New Orleans to attend the performance. 
Mr. Starke is Canadian consul general in New Orleans. He and 
Mrs. Starke will be guests at the Biltmore. 


BRIDE-ELECT SALLY FORTSON will be honor guest when 
Mrs. Albert W. Fortinberry entertains at tea on Saturday at Frank- 
lin Simon's. Mrs. Fortinberry will be one of Miss Fortson’s brides- 
maids at her marriage to John Arnold Weerz on March 20 at the 
Druid Hills Baptist Church. 


DR. AND MRS. FRANK L. BELYEWU are just back from Flor- 
ence, S.C., where they had the first glimpse of their new grand- 
daughter, born Feb. 3 to Mr. and Mrs. Frank L. Belyeu Jr. The 
baby has been named Jean Singleton. The Belyeus lived in At- 
lanta until moving to Florence recently. 


THE REY. SAM H. FRANKLIN JR. and Dr. Chester Fort will 
fly to Atlanta from Jacksonville tomorrow to be guests of Mr. and 
Mrs. Sam H. Franklin Sr. on Austin avenue. Mr. Franklin Jr. 
will be guest minister at the services at the Baptist Tabernacle 
on Sunday. 


OTHER VISITORS EXPECTED tomorrow are Rabbi and Mrs. 
Joe S. Geffen and their daughter, Rela, of Great Neck, Long Island. 
They will be guests of Mr. Geffen’s parents, Rabbi and Mrs. Tobias 
Geffen or Zimmer drive. Rabbt Joe Geffen is national field di- 
rector of the Jewish Theological Seminary of New York. 


HONOR GUEST at the tea giv- 


en by the Women of the Westmin- 
ster Presbyterian Church was Atlan- 
ta’s Woman of the Year, Miss Nora 
Belle Emerson, right. With Mrs. John 
R. Richardson, wife of the Westmin- 


Sorority Group Plans Meeting 


TO SAIL ATLANTIC 


Producer Converts 
Cottage Into Boat 


By MARY PRIME 


NEW YORK, Feb. 19 (P—A former theater pro- 
ducer plans to cross the Atlantic Ocean in his summer 


cottage. 


The “cottage” which belongs to Max Sonino, is a 
new amphibious trailer, called the “Skipper 26.” By 


land, it’s a regular trailer, 


which hitches to a car. By sea, 
it’s a flat-bottomed houseboat. 

This summer, Sonino, who is 
married to former actress Ruth 
Gillmore, plans to take the 
trailer-boat from Bar Harbor, 
Maine, to Nova Scotia, New- 
foundland, and Europe. Two oth- 
er men will go with him. They 


will display the craft at the 
Brussels World’s Fair. 


HE’S THE FIRST 


Sonino, who once produced 
plays, now is retired from the 
theater and sells boats full- 
time. 

“‘We'll be informal ambassa- 
dors, showing the world part 
of American life,” said the Ital- 
ian-born Sonino, the first per- 
son to own the trailer-boat. 

He has sailed for most of his 
50 years, owned yachts and di- 
rected government expeditions, 
but crossing the Atlantic will be 
a new adventure. 

“Worried? Not at all. It’s 
crazy to take chances, but I’m 
not taking any. The Skipper is 
like a barge — splashes and 
splashes but doesn’t roll or cap- 


Sonino has sailed the craft 
about 3,000 miles on inland wa- 


ters in Connecticut, on Long Is- 
land Sound, and in the Atlantic 
along the New Jersey coast. 
He also plans to take the Skip- 
per on a 5,000-mile landlubbing 
cruise from Fort Worth, Texas, 
to Florida this spring before 
going to Europe. 

“It’s so safe that even my 
wife likes it and isn’t afraid,” 
said Sonino. “It’s unsinkable. 
I know, because I found out 
fast. 


“I had invited seven persons 
aboard for her first voyage. I 
was so excited I forgot to close 
the sea cocks. Water poured in, 
the hull filled, and I was scared 
stiff. But nothing happened. 
We just took her back, let out 
the water and started again.” 


Staff Photo—Charies Jackson 


ster pastor, center, she greets one of 
the guests, Mrs. Henry M. Hope. The 
party was held at the home of Mrs. 
Hugh F. Dickson in Sherwood Forest. 
Miss Emerson is head of the primary 
department at the church. 


Your Stars 


Today 


“From social intercourse 
are derived some of the high- 
est enjoyments of life; where 
there is a free interchange of 
sentiments, the mind acquires 
new ideas.” —Addison. 


Daily Guide — Circulate today 
among friends or get around 
where you can participate in 
some general fun or atmosphere 
of optimism. Publicity can be 
wide and favorable; some can 
receive acclaim which has been 
earned in the past, and the Scor- 
pians and Taureans could be in 
at the top of those honored or 
benefited. 


Happy Birthday, Pisces! Your 
career or business may have 
made heavy demands on you 
last year and will continue to do 
so in the coming year, so keep 
your standards high and main- 
tain your position. Guard against 
accidental action in March, es- 
pecially around appliances on 
the job. 


a 


Music Club 
Reception 


Set Monday 


Following the lecture-recital 
by Gerald Moore, pianist-ac- 
companist, on Monday evening 
at the Atlanta Woman's Club 
Auditorium, members of the 
Atlanta Music Club will enter- 
tain at a reception, with their 
president, Mrs. Charles Chal- 
mers, as official hostess. 

Members of the Atlanta press 
will be among special guests 
for the occasion. 

Mr. Moore and his wife will 
arrive from Dallas, Tex., Fri- 
day evening. They make their 
home in London. 

In addition to the Moores, 
distinguished guests will in- 
clude Miss Katherine Bleckley, 
president of the English Speak- 
ing Union; Ronald Watts, Brit- 
ish consul, and Mrs. Watts; 
Alec Robertson, chief of the 
British Information Service for 
the Southeast, and Mrs. Robert- 
son; George Mende, treasurer 
of the English Speaking Union, 
and Mr. and Mrs. A. W. Stro- 
zier of Emory University. 

Mrs. George Beattie, hospi- 
tality chairman for the Music 
Club, has asked Mrs. Raymond 
Johnson, Mrs. Andrew Fairlie, 
Mrs. Thad Morrison and Mrs. 
Herbert Taylor to pour coffee. 

Mrs. Donald Hastings will 
arrange the table decorations, 
and assisting in entertaining 
will be members of the hospi- 
tality committee, Mrs. W. W. 
Anderson, Mrs. Ben Massell, 
Mrs. Glen Ryman, Mrs. Julian 
Trivers and Mrs. Robert Weir. 


Bradbury Baby 


Mr. and Mrs. John P. Brad- 
bury announce the birth of a 
son, John Paul Jr., on Feb. 3 
at St. Joseph’s Infirmary. Mrs. 
Bradbury is the former Vir- 
ginia Haralson of Atlanta. 


yes... WERENT 


Mid. Bive Tux, Full Dress, Cut- 
aways, Strollers, Blue Single- 
Breasted Suits. Boys’ Tux 4 to 16 
Shoes available. 


H. GLENN McNAIR 


42 Walton St., Grant Bidg., Atianta 
“it's fun to go Formal.” JA. 2-3244 


Never be uncertain 
Always be SAFE 
Always say 


| The Gentle, Effective Cream Deodorant 
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made plastic Eyes only. Business built on ' 
of satisfied customers. For infor- P] 
mation and appointment cali JAckson ' 
4-6054. ’ 
ROBERT &€. PATRICK ' 
223 PEACHTREE STREET, N. E. OFFICE 406 : 
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WHITEHEAD BUILDING 


More Veal* 


The Alpha Chapter of Alpha 
Delta Kappa teachers sorority 
will meet Saturday, Feb. 22, at 
11:30 a.m. in the Atlanta Wom- 


Luncheon will be served at 
12:30 p.m. Mrs. Elizabeth 
Snead will discuss her life in 
the Orient as daughter of mis- 


size,” he said. 
The deck, on top of the craft, 


Meal Appeal! 


is large enough for ‘“‘tables, 
chairs, and six persons.”’ The 


Sa 


| 
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an’s Club. sionaries. boat also has a large after- 
aides deck, picture window in the 


s bow, two couches which open 
QI STAR GAZER***)| 


into two double-decker bunks, a 
By CLAY R POLLAN 


sink, refrigerator, bathroom and 
insulation. 
aM Your Doily Activity Guide aA 
According to the Stars. 


IT’S UNSINKABLE 
The interior is mahogany ply- 


— wae wel pert to numbers wood; the cabin, aluminum, and j j 
of your Zodiac birth sign, the hull, steel. f | 
1 Don't 31 Be 61 SA, | 

2 Contacts = ne & — go ; 

Fovorable or eo .. ; 

4 Don't 34 The 64 Of A ts F Fg, 7 

Stor 35 Systema 65 And r orum Fo 

7E 37 Lone 67 T ° : | 

B Trove 38 New 68 Finonems Sets Meeting CNECMUISE ... with perfect 
9 With 39 Ettore 69. Adopt 

10 Others “i polity 71 nap The Fine Arts Forum will ; unity of line. Top to 
12 Wotch a2 To L, — meet Friday, Feb. 21, at 11:30 ; ? 

ersors ° | 
Wolf p.m. in the Cherokee Club. ; ; “a 

is — 45 You 75 Mrs. H. I. Avery will give a i bottom: Gottleib's 
6 Detegate — reading of “Litany of Love.” f 

17 For a? Moke 77 i'll diien will be Mre. Dour fnavy balibunt! and satin, 
cin’ 2a z. Haughton, Mrs. Henry Mur- 

ha ae ae 42.50. Bode’s upturned 
#3 Laren 53 Innovations 63 — 

os Ty a 55 And 85 : beige baku and 

. Medi-Cosmetic 

2 Prove = Cooperotion = Fabulens , Discovery 3750. B : 
Se 2 oe — = GUARANTEES organza, .2U, Beatrice 
30_Your 60 Others «90 

(25) Good GB) Adverse © EXOUISITELY SOFT. Martin’s white rough 


SMOOTH SKIN 


all over your bedy — at any age! 
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Dinner 


Exclusive with Gerber . . . this Strained 
or Junior main dish that’s hearty with 
extra meat. Gerber’s Veal and Vegetable 
High Meat Dinner contains *3 times as 
much meat as regular Vegetable and Meat 
Combinations. Lots of tender veal teams 
up with a delightful mixture of carrots, 

tatoes, celery and cereal for an appeal- 

g meat-y flavor and a generous assort- 
| ment of proteins, vitamins and minerals. 


> 


Gerber’s High Meat Dinners were 
tested by hundreds of mothers and babies. 
The mothers were quick to spot the extra 
meat . . . the babies were quick to approve 
the unusually savory flavors. Strained for 
little ones. Junior (minced) for tots who 
can chew. Other Gerber’s High Meat 
Dinners: Beef or Chicken — both with 
selected vegetables. 

Gerber Baby Foods, Fremont, Michigan 
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105 Pairs Sandals, $4.95 pr., $10.00 Value 


WALTONS COMFORT SHOES 


65 BROAD ST.N.W ° BETWEEN P’TREE é WALTON 
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The coupon on the back of the one-pound 
package of Cloverbloom Margarine is worth 
10¢ toward the purchase of another pound. 


This will introduce you to a truly different 
kind of margarine. 


Yes, Cloverbloom is the margarine 
churned in real churns. It has sweetness 
and lightness of flavor that make it extra 
special on hot breads and vegetabies—and 
In your cooking, too. 


Try Cloverbloom now while you can take 
advantage of this real saving! 


FOR THOSE WHO KNOW AND LOVE GOOD FOOD! 


Celestine Sibley 


Dollars 
And Faith 


“Aren't people hateful about money?” my friend asked and 


I nodded numbly. I was bruised and battered by two anonymous 
telephone callers who wanted to quarrel with the selection of the 
young Davises of Jonesboro as recipients of that “End of the 
Rainbow” good fortune. 


There were but two such calls out of a dozen. The others were 
people who were genuinely delighted for the Davises but even so, 
two anonymous callers are enough to sour an otherwise pleasant 
day. Under cloak of anonymity people will say hurtful things they 
wouldn’t say if their identity was known and I should be con- 
ditioned to it by now but I’m not. 


“It's that money,” my friend said to comfort me. “It always 
brings out the worst in people.”’ 


I agreed and I thought I meant it. Now I know we were 
both dead wrong. 


Two days ago I wrote about the Goodwill Industries and its 
drive to raise money for a new building so that disabled and 
elderly people may continue the work which makes them in- 
dependent and self-supporting. 


The paper was hardly out before that other, wonderful attitude 
about money evidenced itself. 


A widow I know who supports a family of four by taking in 
sewing wrote: “I hate to bother you to pass this on to the Goodwill 
people but you gave no address in your column this morning. 
Sorry not to be able to send more than the widow’s mite—but this 
was given to me.” 


A dollar was clipped to her letter. 
I opened another letter from a Lakewood avenue address and 
another dollar fell out. 


“This morning you wrote about Goodwill Industries and their 
needs. As you say $175,000 sounds tremendous. But I believe with 
you that if everyone who has a job would give a dollar or more, 
as they are willing to give, it wouldn’t take long to realize that 
$175,000. And it would help so many people who are old. I have 
seen so many elderly people not having anything to do and seem- 
ingly no one to care for them, that I would love to send the en- 
closed $1 knowing you will see it gets to the right people, as I 
don’t know who to send it to. 


“I know that when a few have faith in God great things 
can and will happen. Not more than a little over three years ago 
we sold our old church building and because we had to sell as 
most of our membership was not around the church and other 
reasons, we lost a good many of our members. When we found the 
place for our new church and got the blue print of the building 
and the cost we found we needed something like $175,000 to build. 
We also found we had about 130 church members we could depend 
on and to us $175,000 sounded like all the money in the world. But 


having faith in God and a wonderful and beloved pastor who for 33 | 


years had guided his people, we bought the land and if you were 
to drive by 1019-49 Custer Ave., SE, you would see a beautiful 
building standing on a hill to the glory of God and now something 
over 800 church members. . 
ing forward to the day it will be paid for. The building is there 
because a few had faith in God and a mind to work.” 


—s 


. . Though not paid for we are look- | 


Couples Club 
To Present 
Ball Feb. 22 


Washington’s birthday, Feb. 
22, has been chosen for the 
Sweetheart Ball to be given by 
the ‘Couples Club of the Temple. 

Beginning at 8:30 p.m., a pro- 
gram of entertainment with 
dancing and music has been 
planned, with a buffet supper 
to be served at midnight. Mr. 
and Mrs. Hans Baumgarten, 
presidents of the Couples Club, 
will be the official hosts. 

Mr. and Mrs. Arnold Shul- 
man, vice presidents for social 
activities, are in charge of the 
affair. Their committee includes 


Mr. and Mrs. Larry Goldberg, 
Mr. and Mrs. Harry Glick, Mr. 
and Mrs. Melvin Hoffman, Mr. 
and Mrs. Eli Reich and Mr. and 
Mrs. Edgar VanDamm. 


TO WED MARCH 9 
Miss Julia Hughes, 


daughter of Mr. and Mrs. 
Thomas G. Hughes of 
Newborn, will wed John 
Frank Blackwell Jr., son 
of the J. F. Blackwells of 
Newborn, on March 9 at 
Shiloh Baptist Church at 
Farrar. She attended the 
University of Georgia 
where she was a Zeta 
Tau Alpha. Mr. Black- 
well, a Morgan County 
High School graduate, is 
engaged in farming. ; 


> 
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CLEANSER -ASTRINGENT 


Callaway Baby 
Mr. and Mrs. William H. Cal- 
laway announce the birth of a 


son, William Howard Jr., on 
Jan. 21. 


: 
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NOTICE OF NEW LOCATION 
GRAGE'S BEAUTY SALON 


Formerly the Boulevard Beauty Salon 


970 PIEDMONT AVE., N.E. 
ROOM 2 TR. 6-5697 
All $20.00 Permanents $10.00 


GRACE (DARNELL) EMMETT 
9 A.M. to 7 P.M. 34 Years Experience 


for children. 

, More mothers have found it the 
best way to give aspirin to a child. 

Children like its pure orange flavor, 

take it readily when you give it. 
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Steer clear of lipsticks that dry! 
Turn to creamy, lasting Cutex! 


*RED’S THE RAGE! And Cutex has them 
all... in a new miracle lipstick formula 
of Sheer Lanolin with precious beauty 
creams. Combines greatest smoothness 
with lasting color! 

Ordinary “dye” type lipsticks dry mois- 
ture from your lips, dry the color out too. 
Lips look faded, feel dry. 

Now... with Cutex... you have the 
lasting color you want, the creaminess lips 
need! Get Cutex! 35¢ to 79¢ 
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ee 


Use Journel-Constitation Want Ads 


—_ 


She ended with a little apol- 
ogy for her long letter. “I 
would like to have been able to | 
send more but my job does not 
pay very much and my health 
has not been very good the | 
past few months. But I just 
wanted to be a little part of 
what you ask.” 


There were others who want 
to be a part of it and for them, 
here’s the address: ‘‘Goodwill 
Industries, 388 Edgewood Ave., 
NE.” 

The priceless privilege of be- 
ing able to work was what 
struck me about the Goodwill | 
Industries’ enterprise. Another | 
correspondent had a lovely 
quote on the subject by Rollo 
Walter Brown which she en- 
closed, 


“To be able to rise up morn- 
ing after morning with no 
cricks in one’s body, or —so far 
as one can tell—in one’s mind, 
and work in quickened aware- 
ness at something that one 
wishes to do, and that seems to 
be worth doing—where has any- 
body ever found a deeper satis- 
faction than that?” 


DAR Meet Canceled 


The meeting of the Joseph 
Habersham chapter of DAR, 
scheduled for Thursday after- 
noon, has been canceled be 


im AT GEORGIA POWER 


GIGANTIC 


SAVINGS 
on FAMOUS 
estinghouse 
Appliances 


— 


DELUXE FOOD MIXER 


Half Price! 


WAS $49.95 


- —_ ua = 


—— 


Moulded 
Sones.” 


speeds! Mix .. 


An unheard-of low price for a full-power, full-size deluxe mixer with a choice of 20 
. whip. 
ones, in this powerful mixer. Mix-dial at your fingertips for easy one-hand opera- 


.. fold... handle any kind of batter, even the heaviest : 


tion. New-type beaters snap out at a touch, and are self-adjusting to keep bowl turne | 
ing during mixing operation. Two glass heatproof bowls. 


cause of the gas shortage. 


Fabulous Medi-Cosmetic Discovery 
GUARANTEES 


EXOQUISITELY SOFT. 
SMOOTH SKIN 


il ever your bedy whether your age is 
25, 35, 45 or more! 
| 
Sardo bathes away ii iw 
Dry Skin conditions; it 
soothes lichy, Chafed 
areas. 


So easy... your bath, 
with miracle Sarde 
added, does all the 


AUTOMATIC BLANKET 


AUTOMATIC FRY PAN 


13.95 


WAS $19.95 


work! No gooey creams, sticky 
lotions or oils! Just a capful of 
Sardo in your daily bath and 
“within 2 minutes” the rough, 
wrinkly signs of aging, fading, 
parching skin vanish right before 
your eyes. Your first Sardo bath 
proves it! Copyright Sardenu, tae, 1957 


beds, too. 


$300 
pivs tex 

FOR A LIMITED TIME 
Coupon below entitles you to a 


generous Free Sardo Sample 
when presented at: 


DOWNTOWN STORE 
Alabama and Forsyth 
Phone: JA 2-6121, Ext. 241 


R DRUG STORES vues 


Look how little it costs to own a beautiful, comfortable 
electric blanket with control settings to maintain the 
exact warmth you want. Double-bed size. . 
Mothproof, rayon-cotton blend that’s easily -—— 
laundered. Lightweight yet enough cover for even the 
coldest nights.- An exceptional value! 


. fits twin 


Never before have we sold a wonderful Westinghouse automatic fry pan for such a 
tiny price! Makes cooking more fun—makes stews, casseroles, fried dishes simpler 
to prepare. New square heating element gives even spread of heat. No hot spots— 
no cool corners. Easy to use... easy to wash. Copper-tone lid, optional and extra. 


ONLY 10%- DOWN—Easy monthly payments with your electric bill 


Minimum down payment — $2.00 


Georgia Power Company 


SMYRNA STORE 


DECATUR STORE LITTLE FIVE POINTS 
Phone: JA 2-6121, Ext. 391 


BUCKHEAD STORE WEST END STORE FOREST PARK STORE 
‘285 Buckhead Ave., N.E. 867 Gordon St.,.S.W. Phone: HE 5-9061 115 Clairmont Ave. 431 Moreland Ave., N.E. Phone: PO 6-8339 
Phone: JA 2-6121, Ext. 286 Phone: JA 2-6121, Ext. 282 | Phone: JA 2-6121, Ext. 581 . | 


1215 E. CLEVELAND AVE.* EAST POINT 
1112 SO. MAIN ST.* COLLEGE PARK 
STATE HIGHWAY 54 FOREST PARK 
OLD HIGHWAY 41 JONESBORO 
1182 N. HIGHLAND AVE., N.E. ATLANTA 


765 MORELAND AVE., S.E. ATLANTA 


by Tall 
3 ee 
oO Cans 
‘ ae 
8 é ; va 
eA : ae ) 13-Oz. 
4320 COVINGTON ROAD DECATUR 
3850 GLENWOOD ROAD DECATUR ~e 
280 CANDLER ROAD DECATUR 
110 NO. MAIN ST.* EAST POINT 
1460 BOULEVARD, 5S.E. ATLANTA 
18970 BOULEVARD DRIVE, 5S.E. ATLANTA 
814 MARIETTA ST., N.W. ATLANTA 
2457 GORDON RD., S.W. ATLANTA 
2284 CHESHIRE BRIDGE RD., N.E. ATLANTA 


GRADE “A” LARGE 
FRESH GEORGIA 


E q; G % in . 
Gates ‘ 


SHORTENING = 79: 
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NATIONALLY 
ADVERTISED 


BRANDS 
PROMOTION 


FEB. 14-24 


49° 

29° 

23° 

ATLANTA 12-07. 19° 
DAIRIES Cup 


46-Oz. 
Can 


COCA-COLA | 


” ie 


ALWAYS REFRESHING! 


PET MILK 


Reg. 
Btls. 


Plus 
Deposit 
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EVAPORATED 


FOOD TOWN 


I-Lb. 


a rton 


CHERRY PIE 


OUR SELECTION OF 


~ FROZEN FOODS 


GROWS BY THE WEEK 


Family Size 
24-Oz. 


FROSTY ACRES OR SUN COUNTRY 


SLICED STRAWBERRIES 


AND BE SURE TO PICK UP 


RICH'S WHIP TOPPING <«: 


Bana 
BANANAS: 1O 


VIRG 


: INIA RED STAYMAN | c 
Appies 4-49 


CALIFORNIA 


LETTUCE ¢ 


alee MORTON’ S 


Pkg. 


ye) 


Comstock Cherry Pie Filling No. 2 Con 
Armour’s Dash Dog Food = 2 ttcom Qe | er isios. rs 


33° 


Suckers 


Regularly 5° Each 


RED SOUR—PITTED 


SHURFINE PIE 
CHERRIES 


No. 303 


MARGARINE) FOIL WRAP 


15° | 


REYNOLDS 


; 25-Foot 
Roll 


29: 


ASHMORE’S 


(leet Poole 


AN) You can depend on our finer flavored meats every time 
i ae ASHMORE’S SHALLOWFARM 


> WIENERS 
PURE PORK SAUSAGE os “4 


ALL-MEAT vt O- 


FOOD TOWN 
BRAND 


SLICED BREAKFAST BACON 


eo OSCAR MAYER tb 
YELLOW BAND : 


CENTER CUT RIB 


PORK CHOPS 


Lb. 59° 


Be ready when friends stop in CENTER CUT 
FOOD TOWN LABEL HAM SLICES 
e PICKLE-PIMENTO LOAF « uv QQs 


- © CHICKEN LOAF e LIVER CHEESE e 


Choose 6-Oz. Cc 
Several Today _—~Pkg. 


HEAVY WESTERN 


Lb. 59° 


BLUE RIBBON HEAVY WESTERN BEEF 


RIB STEAK | SIRLOIN on 


FLAVORFUL LEAN 


ROUND STEAK 


LIPTON SOUP MIX 


SAVE 10:., 5s 


OREO ONION SOUP CHICKEN NOODLE star Kist T 
BLUE PLATE 3.50. ¢ , ¢ ¢ = Und & 
Cut Sweet Potatoes 53. cn 623° | CREMES29 ns. 19 3 ri. 45 Ath wir COUPON IN 
7 SPECIAL PACKAGES 
BREEZE BLUE DOT DUZ BAB-O AD WIZARD MAZOLA OIL Bisauick 
LONG-LASTING SUDS MAKES CLOTHES BRIGHT CLEANSER ADVANCED DETERGENT '  DEODORIZER REAL CORN OIL q 
Lo c Large c 14-0 c La c 6-Oz. ~ 20-Oz. Pkg. 
wr 34 | a 3@ | 2229 | we 32 ce OO | Bt 69 ae 
SPIC & SPAN OXYDOL LUX FLAKES | PINK DREFT | DIAL SOAP | DIAL SOAP DASH CHEER 
NO RUBBING : WHITER WASHES SAFE FOR NYLONS DREFT YOUR DISHES SPECIAL Ic SALE BATH SIZE DETERGENT NEW BLUE 
Reg. Large Reg. 
Pig. Pkg. 4 Cakes 39° 


34 | wr 34 | w 33° 
Pkg. Pkg. 


2 = 39: 


25-Oz. 39° Large 3 c 
Pkg. ; Pkg. 
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THEY’LL DO IT EVERY TIME 


By Hatlo 
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WE CAN DIVERT 
CANAL I INTO DRAINAGE 
my SUMP NO.2 AT VIADUCT 9, 
"&4 USING ALTERNATE SLUICES, 
THEREBY REVERSING THE 
ATIC FLOW RATIO 
ON THE PLATOMAR / 
EN RIGHT P 


Oo) 
~ 
ee 
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| ———— 
Ditcu AND DRAYNE, WIZARDS OF THE | | But THEIR OWN PARKING LOT=+- 
WATERWAYS, COULD DRY UP VENICE THERE THEY CONCEDE DEFEAT 
AND IRRIGATE THE SAHARA ---- TO MUCK AND MIRE ==-- 
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. | LEAVING “THE CITY HALL, 
PROCEED SOUTH ON 
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ANNIE“ ARE YOU GOOD 
AT: GAMES? HIDE AND* 
SEEK, PERHAPSESPECIALLY 
THE HIDING PART? 


o-vb  seeand 


eeeeee 


UNDER 


WHERE’D BE RIGHT 
THEIR NOSES? 


(VE JUST BEEN SELECTED | 


HONORARY CHAIRMAN OF THE DOC--THEM YALLER 
NATIONAL FUSSEUDGEI NARVE PILLS YE Give) , “HEAR 
FOUNDATION : ME DONE TH’ TRICK-- 


I NEVER FELT 


THAT'S MR-KANE'S -¥ ‘THE TROUBL 
SHH -HH-H- YES, I CAN'T \TROUGLE, HE MUMBLES! : — MRS Ne 
yr WITH ‘ 
BACKING HIS NEW LIMOUSINE | "TO MRS. KANE «7 HIM... | NOW, ICHABOD, \\_>? . 
THROUGH THE REAR ABOUT THAT / pe YOU MUSTN'T PUT 
WALL OF “THE Ow.. : 48 a Ae Tt THe BLAME 
GARAGE THAT'S mae AIT. f nero me WOO BLS ¢ 
| Vy pe 3 1 WE: HIMSELF IT La *_. THIS I$ PROBABLY — 
rane, MeLtet f , . oe WAS MAMIES 2 THE HAPPIEST NIGHT OF Cf” 
m Oe ae Ke MY LEE! EVERYONE | 
aeitig $25 “a ~ 
See | 
] Aste, “y\f Xe ‘ 
; ‘ We ee ee mn te ee wm Le - 
MOON MULLINS _— 


I SHORE AM | | AN’ I GOT HALF 
TICKLED _| | A BOTTLE LEFT 


We 
7, O}% 


ef 
YK) al (( 


WAAL YE CAN 
START GIVIN’ 
SNUFFY THREE 


TOMORRY 


A DAY STARTIN’ 


3 


(——_ Y 


PLEASE EXCLISE 
ME, MRS. WORTH! 


NO! .-. 1 MEAN--- 


Nec: NEWS, MRS. 
EDEN? 4 \ , 


I-+-] 
\/ ' 
CN) BELIEVE IT! 


ON STAGE I" 


. 1 WONDER IF HE'LL 


MENTION THE SHOW ON HIS 
PROGRAM TONIGHT... 


| 


¥ oe nee Ss 
IT'S WELLS —WANTS RK —= SHOW UP A 
TO Benes YOu, MY HOUSE AROUND TWELVE. 

MR. MAYOR, £ THAT'S ALL I WANT TO ea’ 3 
7 Ww: 


NAR nN NV IaA 


JULIET JONES Wé 


YOU CAN’T CALL M& 
THAT AND GET AWAY th 
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IN THE SOUTH SEA 


= SEVERAL NATIVE 
Pe, LANGUAGES! 
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> JACK 


GOoD! HE GREW UP WHEN YOU ARRIVE AT 
THIS ISLAND, YOU WILL 
ISLANDS AND KNOWS CONTACT THE AGENT 
WHO WILL BE YOUR. 
ASSISTANT! 


HIS ?--ITS HER--- 
LAVA~ 
BEAUT 


LAVA, A 
FUL. FRENCH 


= HOWEVER, WE | | NOTIFY THAT You 

=) FOREIGN SUBMARINES  § MUSTDOSOME- | ARE SAFE,EVEN | GET ME A PART 

& | HAVE ARIGHT TO OPERATE ‘THING ABOUT | | THOUGH DETAINED & PICTURES! 
IN INTERNATIONAL WATERS MISS MIZZOU z. AS OUR GUESTS Zi : 


®)-SO THERE IS NOTHING TOBE ty gel |p _, wmMmtlEe wr 
DONE ABOUT OUR 'viSiTOR‘ c— — ne C7) 7 2 1 
UNLESS HE MOVES IN CLOSER! <2 i Seer hs \5. AIR FORCE 
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—Y MEANWHILE, ¥ [ WHOM SHALL WE \ OH,NO ONE - UNLESS 
THE PUBLICITY MIGHT 
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IN PICTURE ACTRESS! 


4 
we 


Y on-r DIDN'T KNOW 
YOU WERE A MOTION 


How do 


I’M MERELY PUTTING ON AN ACT, 
COLONEL BRUCE! I MISSED THE 
BRASS RING ON THAT MERRY-GO- ROUND - : ff Hac) > 
A. LONG TIME AGO!— THE SAD sTory skeezix $40, But heyy uncle ker ) 
OF MY LIFE WILL BE CONTINUED AFTER 
LUNCH... IF_YOU FLY-GUYS CAN BUY 
ME A MEAL WITHOUT AN ACT OF CON- 
GRESS TO INCREASE THE AIR FORCE 
BUDGET! 
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Maybe Ido owe (you figure that} | clock? He fixed 
its never run 


See that old 
it once and. 
right since. 
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Oh y) 


That must 
have, been 
back in the 
1. old ‘fix-it 
shop days! 
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Just, the same, I 
won't pay. up until i 
repaired andyrunning 

j / 
tip top: 


os ||) 
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=~ 1'il do my part. 

ts) I'll have the 
I boys pick it up 
in the morning. 
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WINNIE WINK 


| “As you all know, I’ve been appointed chairman of cs el ——— — 
t. : the entertainment committee .. .” THE PHANTOM |!) 
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SCORPIA WAS A 177 
CENTURY PIRATE BAND 
BUT IT STILL EXISTS? WE NO 


EB OUR OPERATIONS ARE WORLP | \"CAS/NOS, PROTECTION RACKETS, *AND MUCH MORE. WHEREVER AN 


ee WIDE +«SMUGELING + COUNTE BANK AND JEWELRY ROBBERY~.” ILLEGAL DOLLAR = TO BE MADE, 
FEITING +" f —— = ——— SCORPIA MAKES IT. 
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Ike Works 


Takes a Short Drive 


By ALBERT RILEY 


Constitution Washington Corresoondent 


4. Hours, 


' 
: 


TODAY’S EVENTS 


SANDY SPRINGS BUSINESSMEN'S 
CLUB—fI 


ammoend » 7 pam. Turner 
McDonald, Fulton County chief of 
public works. 


EPISCOPAL CHURCHMEN—YMCA, 12:30 
pm. Gen. M. C. Woodbury. 


JUNIOR rs OF COMMERCE— 


YMCA, 12:15 p 


! ATLANTA sademaaieitnacttums. 4:30 


THOMASVILLE, Feb. 19—President Eisenhower| »- 


spent about four hours at hi 


s desk Wednesday and then | "RATER, ATLA a am. 
took a drive around Milestone Plantation, 


where he | 


hopes to get in some quail hunting Thursday. 


Despite a break in the cold 
weather that sent the temperature 
up to 45 in midafternoon, the 
President and his doctor evidently 


felt it was still too chilly to go’ 


hunting. 
HUNT LIKELY THURSDAY 
The dogs and the hunting | 


wagons were ready at the plan-| 
tation of George M. Humphrey. 

The chances for a hunt Thurs- | 
day look better since the forecast 
is for a high of 52 after a low of 
27 tonight. 

White House Press 
James C. Hagerty said Eisen- 
hower still has a slight cold and 
huskiness of throat, but that it is 
improving every day. The Presi- 
dent, he added, feels fine. 

Last night the President com- 
pleted his message to Congress | 
calling for a $3,900,000,000 mutual 
security program and today sent | 
it to Congress. 


WORKS ON SPEECH 


Hagerty said Eisenhower also 
put in a good part of Wednesday 
morning on a speech he will make 
back in Washington next Tues- 
day, urging public support for his 
foreign aid program. 

Since last weekend, Ike has 
been spending an average of four 
hours a day working, the secre- 
tary added. The rest of the time 
he has been spending playing | 
bridge and relaxing. 


Secretary 


Although he has been kept from | 


hunting or golf for seven straight 


——— 


days, the President has no plans 
to cut short his stay here and go 
to Nassau. Hagerty today spiked 
that rumor from New York and 
| Said Eisenhower expects to re- 
| main here until sometime Sunday. 
| Eisenhower planned to spend 
more time tonight polishing up 
| the final draft of the speech he is 
to make next Tuesday at a con- 
ference on mutual security which 
| will also include former President 
Truman as a speaker. 
| A Cansei Erle Cocke Jr., 
vice-president of Delta Air Lines, 
is co-chairman of that meeting 
along with Eric Johnston. 

Ike today signed several minor 
relief bills passed by Congress 
and announced he will reappoint 
| two members of the U.S. Advisory 
|Commission on educational ex- 
| change. They are Arthur H. 


Edens, president of Duke Univer- | 


| sity, 
dean of students at Mills College 
in California. 


| Sperry To Produce 


| Solid Rocket Fuel 


WASHINGTON, Feb. 19 (UP)— 
The Defense Department official- 
ly announced today that Sperry 
| Gyroscope Co., a Sperry - Rand 
Corp. division, will make the new 
solid - fuel ‘“‘Sergeant’’ ballistic 
missile designed to replace the 
Army’s liquid - fueled ‘‘Corporal’’, 


| 


and Anna L. Rose Hawkes, | 


Building. 
a = General 
membership meeting. at Conway, 


speaker. 


AMERICAN RAR ASSN a 
and Biltmore, all day 


ALCOHOLICS ANONYMOUS — ween 
unit, 298% Peachtree, NE, noon 


ALCOHOLICS ANONYMOUS — Northside 
Reginners, Cathedral ef St. Philip, & 
p.m. 


ALCOHOLICS ANONYMOUS — Downtown 
yes 2982 Peachtree &t., NE, 
p.m 


a 
Fain School, p.m. 
Wrent Bean. 


Plaza 


Civic CLUB — Margaret 
5 Speaker, Col. 


THE SOUTH'S largest 
DISCOUNTS 


ON NATIONALLY 
FAMOUS BRANDS 


HI-Fi— RADIOS —TV 


RCA, PHILCO, 
G-E, MOTOROLA 
EMERSON, V.M. 


Save on Lovely 


Attractive nylon and cotton 


Gueranteed washable. 
from S, M, L, or XL sizes. 


REG. 1.98 


DUSTERS 


in an assortment of delightful prints. 


Choose yours 


vow 457 


Delicious 


Reg. 
69c box 


Brock’s Famous 


Milk Chocolate Covered 


CHERRIES 


cordial 
center covered with rich milk chocolate 


cherries in creamy 


Now ‘49° box 


dusters 


FROM WOOLWORTH’S GREEN PLANT DEPT. 
Assorted 


3 FOR ya he 


i ” Refill your planters for 
Spring with these excit- 
ing green plants. A won- 


derful selection, 


NOW 


Be 


Fully Fringed Deep Pile 


» CHENILLE 


Luxury look at special price! 
oblong shape, all-around fringe, deep 
cut pile, non-skid latex process back- 
ing. 
colors to match every room in the 
house. 
thon the regular price of one! 


Reg. 
$3.98 
Now! 


Colorful 


RUGS 


Smart 


Full 36°x60" size. Decorotor 


Buy now—get two for less 


1.97 


KRAFT 8-OZ. 


Cheez-Whiz 33° 


KRAFT’S—8-Oz. Pkg. 
American or Pimiento 


SWIFT'S 


GY, BREAKFAST LINKS 


in assorted colors. 


color, 14-qt. capacity. 
Reg. 1.29 value 


UNBREAKABLE PLASTIC 


WASTE BASKET 


Duroble high impact am 
Wipes 


clean in a jiffy, keeps its 


17 


tion, 


FAMOUS ROLL-ON 


BAN DEODORANT 


New lotion deodorant, that 
rolls on for 24-hour protec- 
Reg. 98c. 


(Limit 1 te @ customer) 


Cc 


Pius Fed. Tax 


A Oe MN 


a ee ete ee me 


AT ALL ATLANTA STORES 
And Stores in Decatur, East Point, West Point, Elberton, . 
Griffin, Newnan, and aonyres. 


le 


mer = I - 


EF. WM. WOOL WORT T H C O. 


J SAUSAGE 


KRAFT 
KRAFT 


KRAFT—8-Ocz. 
Miracle French 


7 


SLICED DELUXE 
CHEESE 35° FULL 
PKG. 
FROZEN 
= 4 FISHERMEN 
Rags 
. 8-0Z. 
MRS. PAUL’S PKG. 
% DEVILED es 
CRAB SWIFT’S PREMIUM 
5 sa 
PKG. OF TWO aueaih 
39 : 
Yj, LARGE 
Mj 4 TO 7 LBS. C 
y SWIFT'S PREMIUM GRADE A 
Vif, LB. 
Y 


S PREMIUM 


~ BOLOGNA 
6 oz. rks POY 


ne i! IxED. 


ALL-GREEN 
GLASS JAR 
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Leases for the Cook 


Sweetmilk - Buttermilk - Wheat 


French Dressing 


Italian Dressing 
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This week, we are staging a timely MARDI GRAS celebration, featuring a grand array 
: of ideal meal items for Lenten menus! And to further celebrate—in a practical sort 
of way—we’ve put a thrifty price on each and every item! While it would be fun to be 

“way down yonder in New Orleans” for their MARDI GRAS, you can stage your own 
celebration right here in town! And at TUXEDO Super Markets—up and down every 
aisle—you'll find lots of reasons to celebrate—as you SAVE! 


SHRIMP AHOY (Packed by Sea-Pak) 


» SHRIMP 


4 FISHERMEN OCEAN 


BREADED 
READY TO FRY 
ROUND STYLE 
10-OZ. PKG. 
FROZEN 


49° | 
09° 


FRESH FRYER LEGS one 
FRESH FRYER BREAST 


Grade “B” 
Lb. 


HOME 
MADE 


MAYO NNAISEP 

Q c 
19°9 
. 13 


6-Ox. 


Cans 


39 


SWIFT'S 
PREMIUM 


SLICED BACON 


Sweet ond tosty—brown suger cured, 


PINT 
JAR 


HUNT'S CLING 


PEACHES 


CALIF. HALVES 
NO. 2'2 CAN 


SWIFT'S BROOKFIELD 


BUTTER 


for freshness 


” 


Foil wrapped 


WHOLESUN > 


ORANGE 
JUICE 


MORTON'S 
8-OZ. 


oF MACARONI PKG. 19° 
AND CHEESE Fr0ZEN 


a 
i" 
ee 


41990 ROSWEL L RD., a at t Belle Isle 
3663 ROSWELL RD., at Piedmont 
2787 PIEDMONT RD., at E. Wesley 
1705 PEACHTREE ST., at Expressway 


CATE’S SMALL _  12-Oz. Gl. 


SWEET GHERKINS® L 


Prices in This Ad Good Thru Tues., Feb. 25th 


GREEN Be 


GIANT 


PEAS 
= 39° 


“10° 
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OBITUARIES 


ene W. McConnell, Samuel L. Carter 


Funeral services for Chief Pet- 
ty Officer Jesse W. McConnell, 
50, of 45 Wyman St., SE, will be 
at 1 p.m. Friday at Spring Hill. 
Dr. L. E. Smith will officiate. 
Burial will be in Westview Ceme- 
tery. 
Chief McConnell, a veteran of 
20 year’s service with the Navy, 
died unexpectedly Tuesday in 
Charleston, S.C. Relatives said 
his death followed a heart at- 
tack. 

A native Atlantan, Chief Mc- 
Connell had been serving on the 
USS Bowers and was in the proc- 
ess of transferring to Georgia 
Tech to teach in the Navy ROTC 
unit there. 

Chief McConnell saw service 
with the Navy in the Atlantic and 
Pacific during World War II. He 
was a member of the Grant Park 
Lodge No. 604, F&AM, and the 
Yaarab Temple of the Shrine, At- 
lanta. 

Surviving are his wife, the for- 
mer Sue Langford of Hattiesburg, 
Miss.: a brother, Julian B. Mc- 
Connell, Atlanta, and two sisters, 
Mrs. L. D. Bledsoe, Jackson, 
Miss., and Mrs. A. J. Reagan, 
Miami, Fla. 


Leo R. Kolansky 


Leo Richard Kolansky, 41, of 
1327 Harvard Rd. NE; died 
Wednesday afternoon in a local 
hospital after a long illness. 

Born in Carbondale, Pa., Mr. 
Kolansky had lived in Atlanta 
about 20 years. He was an auto- 
mobile dealer. He was a member 
of the American Legion, a vet- 
eran of World War II, and a mem- 
ber of Ahavath Achim congrega- 
tion. 


Funeral services will be at 2/| 
in. Blanchard’s | 


p.m. Thursday 
Chapel. Rabbi Dr. Harry H. Ep- 
stein will officiate. Burial will be 
in Greenwood Cemetery. 
Surviving are his wife, the for- 
mer Monzua Sanders of Rex: 
daughter, Miss Rebecca Joy Ko- 
lansky, Atlanta; father, Samuel 
Kolansky, Scranton, Pa.: two sis- 
ters, Mrs. Sam Kahn, Scranton: 
Mrs. Mert Flannery, Cohoes, 
N.Y., and four brothers, Simon 
Kolansky, Carbondale, Pa.; Mor- 
ris Kolansky, Washington, D.C.: 
Abe Kolansky, Springfield, Md.., 


Samuel Louis Carter, 72, of 
784 Briarcliff Rd., NE, retired 
Department of Agriculture au- 
ditor, died Wednesday in a pri- 
vate hospital after a long illness. 

Born in Elberton, Mr. Carter 
'was a former resident of Macon 
and Moultrie, moving to Atlanta 
from Moultrie in 1940. He was a 
charter member of the Moultrie 
Kiwanis Club. He was a mem- 
ber of the Atlanta First Baptist 
Church. 

Mr. Carter retired two years 
ago after about 17 years of serv- 
ice as auditor for the warehous- 
ing division of the agricultural 
marketing service of the U5. 
Department of Agriculture. 

Funeral services will be at 1 
p.m. Thursday at Spring Hill. The 
Rev. W. Arnold Smith will of- 
ficiate. Burial will be in Westview 
Cemetery. 

Surviving are his wife, the for- 
mer Edith Willis; a daughter, 
Mrs. Chamblee Carter Jacoby; a 
grandson, Carter L. Jacoby, and 
a sister-in-law, Mrs. Ruth Hin- 
man Carter, all of Atlanta. 


Mrs. Richard Nelson 
Mrs. Mamie Seymour Nelson, 
76, of 618 Crest Hill Ave., NE, 
wife of Dr. Richard M. Nelson, 
retired Atlanta physician, died 


Wednesday in a private hospital 
after a long illness. 

Born in Key West, Fla., Mrs. 
Nelson had lived in Atlanta most 
of her life. She had been sales- 
woman for J. P. Allen Co. She 
was a member of St. Luke’s 
Episcopal Church, and the St. 
Agnes Guild of the church. 

Surviving also are two sisters, 
'Mrs. Nellie S. Morris and Miss 
Jannie L. Seymour, Atlanta. 

Funeral arrangements will be 
announced by Frank B. Lowndes 
& Son. 


Benjamin Hewell 

WASHINGTON, Ga., Feb. 19— 
Benjamin Hill WHewell, 77, of 
Washington, died Wednesday at 
the home of a daughter, Mrs. 
A. W. Dupree, at 635 Patrick PI., 
NE, Atlanta, after a long illness. 

Born in Oglethorpe County, Mr. 
'Hewell was a retired Washington 
merchant. 


John R. Franklin 


John Robert Franklin, 76, of 
768 Bender St., SW, died Tues- 
day at his residence after a long 
illness. 

Born in Gwinnett Countv. Mr. 
Franklin had lived in Atlanta 
more than 50 years. He was a 
laborer at Greenwood Cemetery. 
He attended the Holiness church. 

Graveside services will be at 2 
p.m. Friday in Westview Ceme- 
tery. The Rev. Glenn Hanie will 
officiate. 

Surviving are two sisters, Mrs. 
Lily White, Lawrenceville, and 
Mrs. Ola Jones, Chamblee. 


Harry Busby 

Harry Busby, 67, of 521 Boule- 
vard, NE, died Wednesday in a 
private hospital after a long ill- 
ness. 

Born in Henderson, Ky., Mr. 
Busby had been an Atlanta resi- 
dent about 15 years. He was a 
retired stock adjuster for General 
Motors Corp. He retired about 
five years ago due to ill health. 
He attended Grace Methodist 
Church. 

Funeral services and burial will 
be in Henderson, Ky. 

Surviving are a daughter, Mrs. 
A. F. Stormfeltz, Kansas City, 
and a sister, Mrs. C. H. Alex- 
ander, Atlanta. 


Mrs. Jennie Daniel 

Mrs. Jennie Sue Daniel, former- 
ly of Atlanta, died Wednesday at 
her home in Clearwater Beach, 
Fla. 

Funeral arrangements will be 
announced by Frank B. Lowndes 
& Son. 

Surviving are a_ sister, Mrs. 
Howard B. Randall, Cincinnati, 
| Ohio, and two sisters-in-law, Mrs. 
| Clarence Bell and Mrs. George 
‘Bell, Atlanta. 


Mrs. R. L. Andrews 


SMITHVILLE, Feb. 19 — Mrs. 
Robert L. Andrews Sr., 61, of 
Smithville, died unexpectedly 
Tuesday at her residence. She 
was a native of Terrell but had 
lived in Lee County since 1929. 

Survivors include the husband; 
two daughters, Mrs. J. R. Angel, 
| Atlanta; Mrs. B. F. Young, Co- 
| lumbus; two sons, G. R. Andrews, 


J. Turner Carson 

J. Turner Carson, 71, of 214 
Fourteenth St., NE, retired Pru- 
dential Life Insurance Co. spe- 
cial agent, died Wednesday in a’ 
private hospital after a long ill- 
ness. 

Born in Dayton, Ohio, Mr. Car- | 
son had lived in Atlanta 45 years. 
He was a member of the Peach- 
tree Christian Church, the BPOE, 
tht Old Guard and the American 
Legion. 

Mr. Carson was a veteran of 
World War I. He retired about a 
year ago after about 25 years 
service with the insurance com- 
pany. 

Funeral services will be at 1:30 
p.m. Friday in Trinity Chapel. 
Dr. Robert W. Burns will offici- 


ate. Burial will be in Westview 
Cemetery. 

Surviving are his wife, the for- 
mer Bessie Withers of Atlanta: 
a son, Louis B. Carson, Atlanta, 
and a brother, Brooks T. Carson 
Sr., Dayton, Ohio. 


Jesse E. Foster 


JACKSON, Feb. 19 — Funeral 
services for Jesse E. Foster, 63, 
of Jenkinsburg, who died Tuesday 
at his home, were held Wednes- 
day in the chapel of the Haisten 
Funeral Home here. 

Surviving are two sisters, Mrs. 
J. D. Price Sr., Forsyth; Mrs. 


William H. Mulkey 


William H. Mulkey, 49, of 1279 
Edgemore Dr., SE, died Wed- 
nesday morning in a local hospi- 
tal after a long illness. 

At Atlanta resident most of his 
life, Mr. Mulkey was a retired 
insurance man. He was a mem- 
ber of the First Alliance Church. 

Funeral services will be at 4 
p.m. Thursday at Spring Hill. 
The Rev. C. H. Steinmann will 
officiate. Burial will be in Rest 
Haven Cemetery. 

Surviving are his wife, the for- 
mer Agnes Marchman of Greens- 
boro: two sons, Ronald H. and 
W. M. Mulkey; mother, Mrs. 
Beulah N. Mulkey; sister, Mrs. 
John H. Mathews, and a brother, 
Homer P. Mulkey, all of Atlanta. 


Mrs. John Parris 


Funeral services for Mrs. John 
T. Parris, 41, of 1105 Carr St., 
NW, will be at 2 p.m. Friday at 
Spring Hill. The Rev, Thomas 
Smith will officiate. Burial will 
be in New Smyrna Cemetery. 

Mrs. Parris died Monday in an 
Atlanta hospital. 

Surviving are her husband; 
two daughters, Mrs. G. S. Hay- 
good, Ball Ground; Miss Patri- 
cia Haithcock, Grand Rapids, 
Mich.; three sons, Tommy M. 
Parris, Atlanta; Richard P. Par- 
ris, Marietta; Harry H. Haith- 
cock, Grand Rapids; parents, 


houn: four sisters, Mrs. E. E. 
Boling, Mrs. W. C. Ingram and 
Mrs. A. W. Cagle, Marietta; Mrs. 


W. C. Sanders, Jenkinsburg, and 


three brothers, T. E. Foster, De- | 


catur; R. T. Foster, Atlanta, and 
E. D. Foster, Warner Robins. 


Zebulon Man 
Dies in Trailer 
Wilburn Parks, 40, of Zebulon, 
was found dead Wednesday in a 
trailer parked at the farmers’ 
market, police said. 

Patrolmen J. T. Mitchell and E. 
B. Lyle said they were told Mr. 
Parks had spent the night in the 
trailer, using a charcoal burner to 
keep warm. 

A medical examination will be 


W. R. Floyd, East Point, and a 
brother, D. J. Tate, Smyrna. 


Mr. and Mrs. D. J. Tate, Cal-| will be 


R. M. Jamieson 
Dies; Official 
Of FHA Here 


Roger Mills Jamison, 64, chief 
underwriter for the Federal Hous- 
ing Authority in Georgia, died 
Wednesday in an Atlanta hospital 
after a brief illness. 


Born in Spokane, Wash., Mr. 
Jamison came to Atlanta about 
four years ago from Seattle, 
where he served as FHA chief 
underwriter. He was formerly 
with the mortgage department of 
a Spokane savings bank. His home 
was at 1710 Peachtree St., NE. 


A prayer service will be held 
at 4 p.m. Thursday at Spring Hill. 
Dr. W. I. Howell will officiate. 
Burial will be in Spokane. 

Surviving are his wife, the for- 
mer Frances Tate of Seattle; a 
son, R. M. Jamieson Jr., Van- 
couver, Wash.; a daughter, Mrs. 
Hugh H. Williams, Bothell, Wash., 
and a sister, Mrs. E. C. Matthias, 
Atherton, Calif. 


MORTUARIES 


E. C, BURCKHALTER 
Funeral services for Eugene C. Burck- | 
halter, 41, of 2728 Lancaster Dr.. East | 
Point, who died Tuesday in _a_ private | 


A em, 


hospital, will be a .m. Thursday in | 
Carmichael’s Chapel. e Rev. J. A.| 
Noland will officiate. Burial will be in 


Westview Cemetery. 


MRS. CARL E. WILSON 
Funeral services. for Mrs. Carl E. 
w 


_ STATE DEATHS 


W. G. Southwell Sr., 65, of Val- 
deste. Funeral will be at 4 p.m. 
Thursday in the chapel of the Car- 
son McLane Funeral Home. 

Clay Mayfield, 42, of Lawrence- 
ville Funeral will be Friday in 
the First Baptist Church. 

Jesse E. Foster, 63, of Jackson. 
Funeral was Wednesday. 

Mrs. Henry Oslo Logan, 82, of 
Athens. Funeral was Tuesday. 

Amos Jackson Sutton, 61, of 
Forsyth. Funeral was Wednesday. 

Miss Henrietta English, 49, of 
Clarkesville. Funeral was Tues- 
day. 

Ansel Clayton Tucker, 63, of 
Tifton. Funeral will be at 3 p.m. 
Friday. 

Dennis James Geeter of Athens. 

Mrs. Bertha Sheily Stanley, 78, 
of Gainesville. Funeral was Wed- 
nesday. 

William J. Stuart, 21, of Albany. 
Funeral was Wednesday. 

Mrs. Magdalene Pursley, 89, of 
Gainesville. Funeral was Wed- 
nesday. 

Lester Gordon Duck, 69, of 
Braselion. Funeral was Wednes- 
G 


ay. 
Miss Etta Blanche Horton, 42, 


of Rome. Funeral was Wednesday. 


Mrs. Charles Gregory, 65, of 
Hiawassee. Funeral was Wed- 
nesday 

Benjamin Harrison Ashmore, 68, 
of Carrollton. Funeral was Tues- 
day. 

Gilford Fletcher Sanders, 70, of 


Wilson of 39 y.. NE, wh . 
died Tuesday at her home. will be at 2|Rome. Funeral was Wednesday. 
.m. ursday at Spring MAiil. e Vv. | ; 
ubert G. Wardlaw will officiate. Buriai | Ben Hill Legg sr., 44, of 
in Westview Cemetery. A cus 


DAVID BICKERSTAFF | 


Graveside services for David Bicker- | 

of r. and Mrs. 
staff Jr. of 3250 Wood | 
Valley Rd., NE, who died Wednesday in | 
a private ital, will be at 11:30 a.m. | 
Thursday in Westview Cemetery. Dr. Al- | 


lison F. Williams will officiate. | 


| 100 
Styles, Shapes 
and Colors 


to Choose 


! 
\} 


Store Hours: 8:30-5:30 


All glasses processed and sold only on the 
prescription of licensed doctors. Price does 
not include eyesight examination or tax. 


FREE PARKING — at Allright Parking Lot 


—— 


~ 
—_— 


—— 


Complete 
With Frames 
and Single 
Vision 
Lenses 


Wiliam Syd Harden of Lyons. 


Mrs. Gallup 
Dies Here at 98; 
Canada Native 


Mrs. Margaret Gallup, 98, of 
3034 Howell Mill Rd., NW, widow 
of Daniel W. Gallup, died Wednes- 
day in a private hospital after a 
long illness. 

Born in Quebec, Canada, Mrs. 
Gallup had lived in Atlanta about 
25 years. She was a member of 
the Presbyterian church. 

Funeral services will be at 11 
a.m. Friday in Blanchard’s 
Chapel. Dr. John Caylor will offi- 
ciate. Burial will be in Crest Lawn 
Memorial Park. 


Surviving are two daughters, 
Mrs. Gertrude A. Shoop, Atlanta, 
and Mrs. Mary K. Hayes, Deca- 
tur, and a sister, Mrs. M. A. Mc- 
Iver, Barre, Vt. 


' 


| (Advertisement) 


Relieve RHEUMATIC Pain 


AND ENJOY MORE PLEASANT PERIODS 
OF GREATER COMFORT 
If you're suffering the annoying 
pain of rheumatism, neuritis, mus- 
cle aches, arthritis, help yourself to 
greater comfort fast with the proved 
salicylate action of C-2223. Thou- 
sands keep it handy, use it regularly, 
time and time again whenever the 
pain makes them miserable. Many 
‘call C-2223 “‘the old reliable.” Price 
of first bottle back if not satisfied. 
Get C-2223 today—and be pre- 
pared for pain relief you'll welcome 
every time! Ask for C-2223. 


Wien ast 
ale 
Oe 

~~ 


le Fe 


.wy COUGH is GONE! 


How About Yours? 


For fast relief of coughs 
following colds or flu do as 
I did. Take Creomulsion 
Cough Syrup at once. Creo- 
mulsion stops the tickle, 
soothes irritation and 
helps you to breathe more 
freely. For quick cough 
comfort get— 


Funeral services will be at 11! Atlanta: R. L. Andrews Jr., 


and Art Kolansky, Norma, N.J. 


'held to determine the cause of 


Thomas Bowling 

Funeral services for Thomas 
J. Bowling, 51, of 221 Tye St., SE, 
will be at 2 p.m. Thursday in the 
Ebenezer Baptist Church, near 
Douglasville. The Rev. C. E. 
Maddox will officiate, with burial 


a.m. Friday in the Hopkins Fu- 
'neral Home Chapel. Burial will 
be in Washington. 

Surviving are his wife of 57 
years, the former Alice Darracott 
of Washington, and four daugh- 
ters, Mrs. Dupree, Mrs. T. L. 
Glaze and Mrs. C. E. Langston, 
Atlanta, and Mrs. Richard Winn, 


Smithville: three brothers, Ernest | 


G. Smith, Bratntree, Mass.; Daw- 
son H. Smith, Atlanta, and Jim 
H. Smith, Dawson; also 12 grand- 
children. 

Funeral services will be con- 
ducted Thursday at 2 p.m. from 
the Smithville Methodist Church, 


Jackson 3-4015 


death, officers said. | 
Funeral arrangements will be 
announced by McDonald Funeral 


Home, Griffin. 


OPTI 


VOLUNTEER BLDOG.-SUITE 716 Across from 
Piedmont Hote! on Luckie Sf. 


CAL CO. 


CREOMULSION 


FOR COUGHS, CHEST COLDS, ACUTE BRONCHITIS 


with the Revs. C. G. Haugabook 


in the churchyard. McRae. ; — 
Mr. Bowling died Tuesday night ; and Fred Speering officiating. 
in a local hospital. Relatives| Cecil C. Barton Burial will be in Smithville ceme- 


: CERVICE IS OUR BEST POLICY 


s 


tery. 


Mrs. V. W. Walker 


TOCCOA, Feb. 19—Mrs. Vela 
Whitworth Walker, 74, died Tues- 
‘day night in a rest home in Toc- 
'coa. She was born in Habersham 
County. 

Survivors include three daugh- 
ters, Mrs. Arthur McCrackin of 
Spartanburg, S.C.; Miss Volena 
Walker of Atlanta, and Mrs. Her- 
man Householder of Spangdallen, 
Germany; one daughter-in-law, 
Mrs. Bremen Walker of Alto, Ga.; 
three sons, Finley Walker of Toc- 
coa, Lenox Walker of Atlanta and 
Garvin Walker of Eastanollee; 


| one daughter, Cheryl, Americus, | two brothers, Henry Whitworth of 
| and four brothers, Hertwell Hall Martin, Ga.: Will Whitworth of 


| Barton, Cordele; Theodore S. Bar- | Cleveland, Ga.: one sister, Mrs. 

_ton, Tampa; Harry P. Barton, | Lucille Steel of Toccoa; 14 grand- 

| Marietta, and ‘Wilson Barton, Al- | children and eight great-grand- 4 
bany; one sister, Mrs. Frances E. | children. 

Luders, Savannah. | Funeral services will be held 

| Funeral services are planned | Thursday afternoon at 3 p.m. from 


said he had been in failing health 
for two years. 

A native of Alabama, Mr. 
Bowling worked as an attendant 
for the Spur Distributing Co. | 
here. | 

Surviving are a son. Tommy 
Bowling, Atlanta: a daughter, | 
Mrs. Chester Gunn, Atlanta, and | 
two sisters, Mrs. Albert Martin, | 
Cedartown, and Mrs. Ola Waits, | 
Whitesburg. | 


AMERICUS, Feb. 19 — Cecil 
Claude Barton, 50, died unexpect- 
edly in his sleep at the Americus 
and Sumter County Hospital Wed- 
nesday. 

A native of Abbeville, Mr. Bar- 
ton had spent most of his life in 
this city. 

Mr. Barton was a conductor for 
the Seaboard Airline Railway Co. 
He also served as secretary-treas- 
urer of the local chapter of Order 
of Railway Conductors and was 
sa ae also a member of M. M. Council 
First Aid Jelly For Lodge 95 of Masons and the Cal- 
Knife | vary Episcopal Church. 


Survivors include the widow: 


Liberty National Life Insurance Company is an organi- 
zation of more than 2300 people who are dedicated to 


the idea that Service is our best Policy. This is one of 


the reasons why this organization is now rendering service 


to the owners of nearly 4 million individual policies, 


FINANCIAL STATEMENT 
DECEMBER 31, 1957 


Insurance In Force $1,338,317,961 
1957 Increase in Insurance In Force $168,113,588 


Quick, apply Moroline! It soothes, 
relieves, eases pain fast, protects 
skin as it speeds healing. Always 
keep a jar of Moroline handy in 
the kitchen and bathroom. 


Ga Devine, ‘gpomouum may», | Thursday at 4 p.m. from the Cal-| the First Baptist Church of Toe Total Resources $235,582,016 
eonky Moro | ae. a coh chetine Bota rome Bm peor Bey = 1957 Increase In Resources $25,411,066 
JAR 25¢ PLOUGH enoove | will be in Oak Grove Cemetery. | Son Mortuary is in charge. 
er aes = RESOURCES 
DRUG Guaranteed Real Estate Mortgages....... » ++ +$118,202,594.42 
i AT U. S. Government Bonds. .........-ceeeeees 25,401,048.25 
ta ALL STORES Total U.S. Direct and Guaranteed Obligations. 143,603,642.67 
Other Real Estate Mortgages........e0eeeee. 23,221,522.71 
Public Utility Bonds.........seeeeeeeeceees 16,035,821.72 
5 State, Province and Municipal Bonds......... 8,177,533.51 
ES PT op Pe ae cc ca Cay a 30,843,129.80 
OVE RWE ; (5 all Policy Loans ......ceeeeeeeeeees peeewes 5,631,922.29 
& Company Occupied Real Estate... ....+.eeee. 2,013,086.27 
Investment Real Estate... .....eee cence icke (thease 
rs CON no nck in oeUS CERES 0 Cade cehanndeesss .  1,761,268.51 
~ LOSE WEIGHT Silene voce ese bavachinissccbewine yee 
Ce eee. vic ocaraecnans orale lie 2,093 264.68 
$235,582,016.86 


WITHOUT 


/ ALLOCATION OF RESOURCES 
& Reserves to Guarantee Obligations to 
( i Policyowners ......++ee0. 0 00 005n asec ssOeOstas murda 
9 . Capital and Surplus..........-. Seokecunéacae Beare 
Total Held for Protection 
- | of Policyowners...... obo cndeds cBGeeeeeieeee 
hee with * | Securities Valuation Reserve..... seoveseeege . 4,321,861.14 
IN ONE on aca Taxes and Miscellaneous Liabilities.........+.  4,118,612.38 
PACK. 2 | Crna Bre Com | 4 . | SB rele Ji eee peer Y Lseseanens + +$235,582,016.86 
Pie ducing-aid cigarettes 
AGE Tim, reducing-aid cig “TO SERVE YOU IN THE ATLANTA AREA” 
REDUCING @ 5 YEARS OF SUCCESSFUL CLINICAL TESTS 
a PLUS Cleaner @ A FULL WEEKS SUPPLY IN ONE PACKAGE 440 Flat Shoals Ave., S.E. JA. 2-5230 1014 Gordon St., S.W. PL. 3-5104 
TA eg @ ABSOLUTELY HARMLESS @ SMOKE 3 A DAY Manager: Agents: pe ee | Bletiipe? RM. Ratabaueh 
| FE C. McCuller G. E. McCuller J. D. Hardin R. H. Whitten fs fam 
PATENTED BY U.S. GOVERNMENT @ ENJOY ALONG WITH YOUR FAVORITE CIGARETTES W. E. Shepherd oo DUe Siceihie Midiaains agoimer Clifton 
orres ey . 4 wo ‘ m nna 
Do you find that your desire to lose weight disap- food im excess quantities. ty Associate Managers: R. F. Martin uk Bel C. Bi: Upshaw Jogce Sanditer 
pears as if by magic when you sit down to eat? Do TRIM reducing aid cigarettes will not interfere L. E. Taylor G. L. Wright E Edgar Fhompson, Jr. 
you have a long argument with yourself before you with your regular smoking habits. They are not C.. H. Sanders io agra A 30. PS ee L O M eg R ’D ‘Taaaee 
eurrender, do you feel ashamed and rather dis- intended to replace your favorite smoke, They are R. C. King “* & ool ‘Boris Ward MyRan TEES RE Kine 
’ Pian oris War > nse 
gusted with yourself afterward—after the food hes ty ees oe oe oe paid B. Raga T. P. Hamby Frank Ross _hatty Kelley Agents: JE. Hembree 
disappeared and you start counting the calories and =p, ead and butter, potatoes, gravy, rich desserts, G. P. Lee W. L. Connell R. O. Dyer. Office Manager re Gre Hugh H. ‘Cox, Othee Mancder 
thinking of that layer of fat you were “absolutely —_and all the other foods you just can't resist. Smoke 


determined” to get rid of? 


If your answer to these questions is a sorrowful 
“Yes,” try smoking just one TRIM reducing aid 
cigarette before each meal. After a week you'll 


find you've acquired a magnificent indifference to — 


a TRIM reducing aid cigarette and you'll be amazed. 
to find yourself shaking your head as the food is 
passed around, There'll be no argument, you won't 
have to close your eyes and grit your teeth, you 


just woh’t want! 


A SCIENTIFICALLY PROVEN REDUCING AID! 


“LIBERTY NATIONAL LIFE INSURANCE COMPANY 


FRANK P. SAMFORD, President © Birmingham, Alabama, — Be Mies us ing 
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FORECAST 


Fo Dayt nme | 
Figures Show Hig! Terry pe 


WEATHER BUREAU FORECAST-—NEW YORK, 
Feb. 19—Slightly warmer temperatures are fore- 
cast for Georgia and the rest of the East Thursday. 
Rain is predicted for the great central plateau and 
on the West Coast from central California north 
Drizzle is due in Texas and 


through Washington. 
north through the centra 


WEATHER 


FUNERAL 
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FUNERAL NOTICES 
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1 Plains, 


FUNERAL .NOTICES 
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Asheville 5S 7 OO Lit. Rock 3823 . 
n.C. 3115 .00) Ang. $4 542.32 
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FUNERAL NOT'CES 


BAIRD — Mr. Fred H. Baird of 


SHEFFIELD —Funeral | 


Hoschton died Feb. 18, 1958. 
Surviving are his wife; daugh- 
ters, Mrs. Myron B. Allen Jr., 
Smyrna; Mrs. John McGarity, 
Colinsville, Ill.; son, Mr. Larry 
Baird, Macon; sister, Mrs. 
Cleve Forrester, Winder; sister- 
in-law, Mrs. T. H. Baird, Hosch- 
ton, and four grandchildren. 
Funeral services will be held 
this (Thursday) afternoon, Feb. 
20, at 2:3@ o’clock, from the 
Zion Baptist Church. Rev. Odis 
McNeal, Rey. Wiley Holland and 
Rev. Joe Verner will officiate. 
The remairg will lie in state 
at the churth from 2 o'clock 
until funeral} hour. Interment, 
church cemitery. Ward's Fu- 
neral Home, Gainesville, Ga. 

services 
for Mrs. Lem Thurmond Shef- 
field, Bostwicl, Ga., will be held 
this (Thursday) afternoon at 3 
o'clock at the Bostwick Method- 
ist Church, vith the remains 
placed in stat« in the church at 
2 o'clock. Sie is survived by 
children, Mis} Ada Sheffield, 
Mr. Frank P Sheffield, Bost- 
wick; Mrs. Iunie Jacks, Mr. 
C. P. Sheffied, Atlanta, Ga.; 
nine grandchildren, several 
great-grandchidren. The Rev. 
Hollis D. Bagman and Rev. 
Glen Gramnpr will officiate. 
Grandsons wil serve as pall- 
bearers. Intirment in Bostwick 
Cemetery. The E. L. Almand 
Co., funeral directors, Monroe. 


DANIEL—Mrs. Jennie Sue Dan- 


fel of Clearwater, Fla., former- 
ly of Atlanta, passed away 
Wednesday, Feb. 19, 1958. Sur- 
viving are sisier, Mrs. How- 
ard D. Ranchll, Cincinnati, 
Ohio; sisters-inlaw, Mrs. Clar- 
ence Bell, Mri. George Bell, 
Atlanta; several nieces and 


nephews. Fratk B. Lowndes 
& Son (formerly Awtry & 
Lowndes). 


GALLUP — Fun@al services for 


Mrs. Margardé Gallup will be 
held Friday norning, Feb. 21, 
1958, at 11 o’cock, at the chapel 
of Henry M. Blanchard & Son. 
Dr. John Calor will officiate. 
Interment, Crest Lawn Me- 
morial Park Henry M. Blanch- 
ard & Son. 


BOWLING—Juneral services for 


Mr. Thonnms Jefferson Bowling 
will be held this (Thursday) 
afternoon Feb. 20, 1958, at 2 
o'clock, at Ebenezer Baptist 
Church, near Douglasville, Ga. 
Rev. C. E. Maddox will offici- 
ate. Iasterment, churchyard. 
Henry Ml. Blanchard & Son. 
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COOK—Friends and relatives of 
Mr. and Mrs. Harry L. Cook, 
Miss Brenda Jane Cook, Mr. 
Daniel C. Brown and family, 
Mrs. Lucy B. Davis and family, 
Mrs. Leila Cheek and family, 
Miss Lillian Brown, Mr. and 
Mrs. Frank Limbaugh, Marietta; 
Mr. and Mrs. Paul L. Brown, 
Adairsville, Ga.; several nieces 
and nephews are invited to at- 
tend the funeral of Mrs. Idelle 
Brown Cook at 2 o'clock this 
(Thursday) afternoon aft Crest- 
view Baptist Church, with re- 
mains placed in state at the 
church at 1 o'clock. Rev. 
Howard L. Gordon and Rev. W. 
L. Brackman Sr., will officiate. 
Interment in Mountain View 
Cemetery. Gentlemen selected 
to serve as pallbearers are re- 
quested to please meet at the | - 
church at 1:45 p.m. Mayes 
Ward & Co., Marietta, Ga. 


KOLANSKY—The friends and 
relatives of Mr. and Mrs. Leo 
Richard Kolansky, Miss Re- 
becca Joy Kolansky, Mr. Sam- 
uel Kolansky, Mr. and Mrs. 
Sam Kahn, Mr. and Mrs. Mert 
Flannery, Mr. and Mrs. Simon 
Kolansky, Mr. and Mrs. Mor- 
ris Kolansky, Mr. and Mrs. 
Abe Kolansky, Mr. and Mrs. 
Art Kolansky and the nieces 
and nephews are invited to at- 
tend the funeral of Mr. Leo 
Richard Kolansky this ‘Thurs- 
day) afternoon, Feb. 20, 1958, 
at 2 o'clock at the chapel of 


Henry M. Blanchard & Son. 
Rabbi Dr. Harry H. Epstein 
will officiate, with interment 


in Greenwood Cemetery. Pall- 
bearers selected will meet at 
the chapel at 1:45. 


SMITH—The friends and relatives 
of Mrs. Anna Lee Smith, Mr. 
and Mrs. E. C. Sparks, Mr. and 
Mrs. W. C. Carroll, Atlanta; 
Mr. and Mrs. W. T. Brown, 
Toomsboro, Ga.; Mr. and Mrs. 
N. B. Brown, Parish, Fla.* the 
12 grandchildren, 19 great- 
grandchildren, nieces and 
nephews are invited to attend 
the funeral of Mrs. Anna Lee 
Smith this (Thursday) after- 
noon, Feb. 20, 1958, at 2 o’clock, 
at Nails Creek Baptist Church, 
Jefferson County. Rev. Hoyt 
Thomas, Rev. N. E. Osborne 
will officiate. Interment will be 
in the churchyard. Pallbearers 
will assemble at the chapel at 
8:30. (Florists, 8:30.) Henry M. 
Blanchard & Son. 


CARSON — — The friends ¢ and rela- 
tives of Mr. and Mrs. J. Turner 
Carson, Mr. and Mrs. Louis B. 
Carson, Atlanta, and Mr. and 
Mrs. Brooks T. Carson Sr., Day- 
ton, Ohio, are invited to attend 
the funeral services of Mr. J. 
Turner Carson Friday afternoon 
at 1:30 o’clock at Trinity Chapel. 
Dr.. Robert W. Burns will offi- 
ciate. Interment in Westview 
Cemetery. A. 5. Turner & Sons. 


NELSON—Mrs. Mamie Seymour 
Nelson of 618 Cresthill Ave., 
NE, passed away Wednesday, 
Feb. 19, 1958. Surviving are 
her husband, .Dr. Richard M. 
Nelson; sisters, Mrs. Nellie S. 
Morris and Miss Jennie L. 
Seymour, all of Atlanta. Frank 
B. Lowndes & Son. (Formerly 
Awtry & Lowndes). 


BURCKHALTER—Funeral _ serv- 
ices for Mr. Eugene C. Burck- 
halter will be held Thursday 
afternoon at 3 o’clock from the 
chapel of Howard L. Carmi- 
chael & Sons. Rev. John A. No- 
land will officiate. Interment, 
West View. 


FRANKLIN—Funeral services for 
Mr. John Robert Franklin will 
be held Friday afternoon, Feb. 
21, 1958, at 2 o’clock, at the in- 
terment, Westview Cemetery. 
Henry M. Blanchard & Son. 


LEGAL NOTICES 


The 
of Johi Rosier 
F. & 


Sexe. 


— eae 


Sealed Das for the priv privilege of operat- 


ing t concession at North 

em 
"es be receiv —-¥ ag 4:00 
J arch 7, 


| eeaetarmass matad ts Sn, nd, 
two)» Bia aes do kK 


MAYFIELD—Mr. 


Barnette, Mr. Glenn J. 

Baird, Mr. Fred H. 

Bickerstaff, David Dean 

Bowling, Mr. Thomas Jefferson 

Burckhalter, Mr. Eugene C, 

Busby, Mr. Harry 

Carson, Mr. J. Turner 

Carter, Mr. Samuel Louis 

Cook, Mrs. Idelle Brown 

Daniel, Mrs, Jennie Sue 

Franklin, Mr. John Robert 

Gallup, Mrs. Margaret 

Huff, Mr. James Homer 

Jamieson, Mr. Roger Mills 

Kolansky, Mr. Leo Richard 

Maffett, Mr. Bliss E. 

Mavfield, Mr. Clay V. 

McConnell, Chief Petty Officer 
Jesse W. 

Mize, Mr. Archie 

Morris, Mrs. Americus 

Moore, Mr. Walter G. 

Mulkey, Mr. William H. 

Nelson, Mrs. Mamie Seymour 

Pate, Miss Lela 

Sheffield, Mrs. Lena Thurmond 

Smith, Mrs. Anna Lee 

Wallis, Mr. Ira Lee 

Wilson, Mrs. Carl E. 


WALLiS—The friends and rela- 


tives of Mr. and Mrs. Ira Lee 
Wallis of Alpharetta, Mr. and 
Mrs. I. L. Wallis Jr., Cumming, 
Ga.; Mr. and Mrs. J. O. Wallis, 
Flowery Branch; Mr. and Mrs. 
Veston Westray, Cumming; Mr. 
and Mrs. Joe Wallis, Alpha- 
retta; brother, Mr. Barney 
Wallis, Alpharetta; sisters, Mrs. 
J. W. Powell, Marietta; Mrs. 
Car! Burton, Suwanee, eight 
grandchildren and three: great- 
grandchildren are invited to at- 
tend the funeral of Mr. Ira Lee 
Wallis Thursday at 2 o’clock at 
Mt. Tabor Baptist Church, Rev. 
J. T. Sewell, Rev. Henry War- 
ren, Rev. Ford Phillips officiat- 
ing. Interment in churchyard. 
Ingram Funeral Home. 


~ Clay me: May- 
field, age 42, of Lawrenceville, 
Ga., RFD, died Feb. 19, 1958. He 
is survived by his wife, Mrs. 
Clara Arnold Mayfield; parents, 
Mr. and Mrs. V. V. Mayfield, 
Lawrenceville, several aunts 
and uncles. Funeral services 
will be held Friday afternoon, 
Feb. 21, 1958, at 2 o’clock from 
the First Baptist Church in 
Lawrenceville, Rev. Herman 
Montgomery annd Rev. Omer 
E. Graves officiating. Inter- 
ment, Shadowlawn Cemetery. 
The following gentlemen will 
please serve as pallbearers and 
meet at the residence at 1:15. 
Carrol Dover, J. C. Dover, Hoyt 
Barrett, Loy Barrett, James 
Dover and Bobby Taylor. Tom 
M. Wages Funeral Home, Law- 
renceville, Ga. 


MAFFETT—The friends and nd rela- 


tives of Mr. Bliss E. Maffett, 
Mrs. Birmah M. Taylor, Mrs. 
Dorothy C. Maffett, Miss Dixie 
E. Maffett, all of Buford, Ga.; 
Mr. and Mrs. Scrapp Maffett, 
Mr. and Mrs. A. H. Gibbs, 
Greenville, S.C.; Mr. and Mrs. 
Eugene Humphries, Charlotte, 
N.C.; Mr. and Mrs. Dan Maf- 


fett, Charleston, S.C., are in- 


vited to attend the funeral serv- 
ices of Mr. Bliss E. Maffett 
Thursday, Feb. 20, 1958, at 2 
o’clock at the chapel of Tapp 
Funeral Home. Rev. Jack Ta- 
tum and Rev. Henry G. 
O’Bryant will officiate. Inter- 
ment, Buford Cemetery. Tapp 
Funeral Home, Buford, Ga. 


HUFF—Funeral services for Mr. 


James Homer Huff of Social 
Circle, Ga., will be held Friday, 
Feb. 21, at the E. L. Almand 
Co. Chapel in Social Circle at 
3 o'clock. He is survived by 
sisters, Mrs. Pearl Huff Turner, 
Social Circle; Mrs. Mary Belle 
Ruff, Hopkinsville, Ky.; broth- 
ers, Mr. Walter Huff, Atlanta, 
Ga.; Mr. Winder Huff, Miami, 
Fla.; several nieces and 
nephews: The Rev. Mell Simons 
will officiate. Interment in Day 
Cemetery. The E. L. Almand 
Co., funeral directors, Social 
Circle, Ga. 


MIZE—Funeral services for Mr. 


Archie Mize will be held Thurs- 
day afternoon at 2:30 o’clock at 
Community Baptist Church. 
Rev. L. P. Patton and Rev. 
Hugh Partain will officiate. In- 
terment in Macedonia Ceme- 
tery. A. S. Turner & Sons. 


(COLORED) 


ARMSTRONG—Mrs. Mary Olivia 


Gresham Armstrong of 562 
Highland Ave., NE. The rela- 
tives and friends of Mr. and 
Mrs. Lonnie Miles, Mrs. Olivia 
Gresham, Mr. and Mrs. Wil- 
liam R. Fannin and family, 
Mr. and Mrs. Melvin Brough- 
ton and family, Mrs. Leila S. 
Edwards ard cousins are in- 
vited to attend the funeral of 
Mrs. Mary Olivia Gresham 
Armstrong Friday, Feb. 21, 
1958, at 2:30 p.m. from the 
Auburn Chapel, Rev. Bryant 
Lewis officiating. Interment in 
South View Cemetery. The re- 
mains will lie in state at the 
Auburn Chapel until the hour of 
funeral and will not be viewed 
after the eulogy. Haugabrooks 
Funeral Home. 


anes 


1| DUNN—Mrs. Sallie Jackson Dunn 


of 34 Randolph St., NE, mother 
of Mrs. Annie B. Perry, Mr. 
Jesse Dunn, Mr. Thomas Dunn 
Jr., Mr. A. E. Dunn, passed 


Feb. 18, 1958. Funeral an- 
nounced later. Haugabrooks 
Funeral Home. 


TYLER—Mrs. Annie Mae Tyler of 


636 Garibaldi St., SW, the wife 
of Mr. Claude Tyler, passed at 
a local hospital Feb. 18, 1958. 
Funeral announced later. 
Pollard. 


of 22 Leathers Circle, NW, died |. 
at the residence Feb. 19, 1958., 
Funeral announced later. | 


she Hitt -% 


on’ 


PARRIS — The friends and rela- 


tives of Mrs. John T. Parris, 
Mr. and Mrs. G. S. Haygood, 
Ball Ground, Ga.; Miss Patricia 
Haithcock, Master Harry H. 
Haithcock, th of Grand 
Rapids, Mich.; Tommy Malon- 
joy Parris, Mr. and Mrs. Rich- 
ard T. Parris, Marietta; Mr. 
and Mrs. D. J. Tate, Calhoun, 
Ga.; Mr. and Mrs. E. E. Boling, 
Mr. and Mrs. W. C. Ingram, 
Mr. and Mrs. A. W. Cagle, all 
of Marietta; Mr. and Mrs. W. R. 
Floyd, East Point; Mr. and 
Mrs. D. J. Tate, Smyrna, and 
the grandchildren are invited 
to attend the funeral of Mrs. 
John T. (Ophelia) Parris Fri- 
day, Feb. 21, 1958, at 2 o’clock 
at Spring Hill, Rev. Thomas 
Smith officiating. Interment, 
New Smyrna Cemetery. The 
pallbearers will be: Mr. Rich- 
ard Parris, Mr. Wesley Croft, 
Mr. Neal McDuffie, Mr. William 
Parris, Mr. George Williams, 
Mr. W. L. McAfee, Mr. W. H. 
Young. 


a —— + a 


MULKEY—The friends ond rela- 


tives of Mr. and Mrs. William 
H. Mulkey, Mr. and Mrs. Wil- 
liam M. Mulkey, Mr. Ronald 
Harris Mulkey, Mrs. Beulah H. 
Mulkey, Mr. and Mrs. John H. 
Mathews, Mr. Homer P. Mul- 
kev, Mr. and Mrs. A. F. Harris, 
Rome, are invited to attend the 
funeral of Mr. William H. Mul- 
key Thursday, Feb. 20, 1958, at 
4 o'clock at Spring Hill, Rev. 
Cyril H. Steinmann officiating. 
Interment, Rest Haven. The 
pallbearers will be: Mr. Bill 
Porter, Mr. Truman Weaver, 
Mr. Richard Carlson, Mr. A. T. 
Smith, Mr. Glenn Eastling, Mr. 
P. A. Crites, Dr. C. B. Smith, 
Mr. Calvin McDaniel. 


CARTER—The frlenile and rela- 


tives of Mr. and Mrs. Samuel 
Louis Carter, Mrs. Chamblee 
Carter Jacoby, Mr. Carter L. 
Jacoby, Mrs. Ruth Hinman Car- 
ter, Mr. and Mrs. W. Haywood 
Graham Jr., Mr. and Mrs. R. 
Ray Willis, Macon; Mr. and 
Mrs. J. C. Diorio, Jacksonville 
Beach, are invited to attend the 
funeral of Mr. Samuel Louis 
Carter Thursday, Feb. 20, 1958, 
at 1 o’clock at Spring Hill, Rev. 
W. Arnold Smith officiating. In- 
terment, Westview. The pall- 
bearers will be: Mr. Dudley T. 
Kirchner, Mr. Kellie R. Miller, 
Mr. W. G. Shingler, Mr. Ham- 
mond P. McCain, Mr. F. G. 
Crout, Mr. Burton M. Graham, 
Mr. Ivey L. Morrison, Mr. C. F. 
Spaugh. 


McCONNELL — The friends and 


relatives of Chief Petty Officer 
and Mrs. James W. McConnell 
(USN), Mr. and Mrs. Julian B. 
McConnell, Mr. and Mrs. L. D. 


Bledsoe, Jackson, Miss.;: Mr. 


and Mrs. A. J. Reagan, Miami, 
are invited to attend the funeral 
of Chief Petty Officer Jesse W. 
McConnell Friday, Feb. 21, 1958, 
at 1 o'clock at Spring Hill, Dr. 
L. E. Smith officiating. Inter- 
ment, Westview, with full mili- 
tary honors. As escort: Mem- 
bers of Grant Park Lodge No. 
604, F.&A.M. 
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BARNETTE—Funeral services for 


JAMIESON—The friends and rela- 


tives of Mr. and Mrs. Roger 
Mills Jamieson, Mr. and Mrs. 
Hugh H. Williams, Bothell, 
Wash.; Mr. Roger Mills Jamie- 
son Jr., Vancouver, Wash.; Mrs. 
E. C. Matthias, Atherton, Calif., 
and the grandchildren are in- 
vited to attend the funeral of 
Mr. Roger Mills Jamieson 
Thursday, Feb. 20, 1958, at 5 
o'clock at Spring Hill, Dr. W. I. 
Howell officiating. The remains 
will be taken to Spokane, Wash., 
for interment. 


Mr. Glenn J. Barnette will be 


held Thursday, Feb. 20, 1958, at | © 


3 o'clock at Spring Hill, Rev. 
E. O. Kellum Jr., Rev. Morris 
Eskew officiating. Interment, 
Westview. Please omit flowers, 
contributions may be sent to the 
Heart Fund. 


(COLORED) 


ALEXANDER—Mr. Eugene (Bub- 


ber) Alexander, brother of Mrs. 
Minnie Robinson, Mrs. Pearl 
Webster, Mrs. Daisy Butler, 
passed at his home in Chicago, 
Ill., Feb. 19, 1958. His funeral 
will be announced upon the ar- 
rival of the remains by Ivey 
Bros, morticians. 


BUTLER — Mr. Columbus Hicks 


Butler of Rte. 3, Jackson, Ga., 
passed Feb. 16. Friends and 
relatives are invited to attend 
his funeral today (Thursday) at 
1 o’clock, from St. James Bap- 
tist. Church, Jackson, Ga. Rev. 
C. S. Surry officiating. Trimier 
Funeral Home, Jackson, Ga. 


(Note correction of time) 


WEST—Mr. James Milton D. West 
Sr. Funeral services will be 


held today (Thursday), Feb. 20, 
1958, at 3 p.m., from Central 
Methodist Church. Flower la- 
dies. and pallbearers will please 
meet at the residence at 2 p.m. 


BICKERSTAFF—The friends and 


FUNERAL NOTICES 


relatives of David Dean Bicker- 
staff, Mr. and Mrs. Charles A 
Bickerstaff Jr., Cynthia Gayle 
Bickerstaff, Charles A. Bicker- 
staff III, Mrs. Charles A. Bick- 
erstaff Sr., Mr. and Mrs. W. G. 
England are invited to attend 
the interment services for David 
Dean Bickerstaff Thursday, Feb. 
20, 1958, at 11:30 o'clock at 
Westview, Dr. Allison F. Wil- 
liams officiating. The pallbear- 
ers will be: Mr. Robert P. 
Crawford, Mr. T. E. Addison 
Jr., Mr. Dillard Munford, Mr. 
Ed Mattingly. H. M. Patterson 
& Son. 


WILSON — — Funeral "serv ices for 


Mrs. Carl E. Wilson will be held 
Thursday, Feb. 20, 1958, at 2 
o'clock, at Spring Hill, Rev. 
Hubert G. Wardlaw officiating. 
Interment, Westview. The pall- 
bearers will be Mr. W. L. Wil- 
son, Mr. W. W. Wilson, Mr. 
Meller Wilson, Mr. S. H. Wilson, 
Mr. Ed Wilson, Mr. R. L. Mc- 
Dougald. 


BUSBY—Mr. Berry of 521 Boule- 


vard, NE, died Feb. 19, 1958. 
Surviving are his daughter, 
Mrs. A. F. Stormfeltz, St. Louis, 
Mo.; sister, Mrs. C. H. Alexan- 


der; several nieces and neph- 
ews. The remains will be taken 


to Henderson, Ky., for funeral 
services and interment. H. M. 
_ Patterson & Son. 


PAT E—Friends and relativ es of 


Miss Lela Pate, Mr. and Mrs. 
R. h. Farr, Grantville, Ga.: 
Miss Ruth Thompson, Palmetto, 
Ga.; Mr. and Mrs. W. T. Pate, 
Whitesburg, Ga.; Mr. and Mrs. 
A. E. Pate, Grantville, Ga.; Mr. 
and Mrs. J. C. Pate, Newnan; 
Mr. and Mrs. Paul E. Pate, Mt. 
Dora, Fla.; nieces and nephews 
are invited to attend the funeral 
of Miss Lela Pate Thursday, 
Feb. 20, 1958, at the chapel of 
Jackson Hill Funeral Home at 
2 p.m. Rev. Paul F. Wohlge- 
muth will officiate. Interment 
in Paul Cemetery, Carroll Coun- 
ty. J. U. McKoon & Son, New- 
nan, Ga. 


MORRIS — The friends and rela- 


tives of Mrs. Americus Morris, 
Mrs. Nonia Burch, Mr. Roscoe 
J. Morris, Atlanta; Mr. and Mrs. 
Alonzo D. Morris, Mr. and Mrs. 
Arthur E. Morris, Mr. and Mrs. 
M. G. Smith, Toccoa, Ga., are 
invited to attend the funeral of 
Mrs. Americus Morris Thurs- 
day, Feb. 20, 1958, at 10 o’clock 
from Lowndes Chapel, Rev. 
Paul Lawrence officiating. In- 
terment, Stephens Memorial 
Gardens, Toccoa, Ga. Frank B. 
Lowndes & Son (formerly Aw- 
try & Lowndes). 


Walter G. Moore, 
age 80, of Hoschton, Ga., Rte. 2, 
died Feb. 19, 1958. Surviving 
are several nieces, nephews and 
cousins. Funeral arrangements 
will be announced later by Tom 
M. Wages Funeral Home. 
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HARRIS—The family invites the 


friends and relatives of Deacon 
Joe Harris to attend his funeral 
Friday, Feb. 21, 1958, at 3:30 
p.m. from the St. James Bap- 
tist Church, Rev. A. Parsons 
officiating. Interment in For- 
syth City Cemetery. Wright & 
Son Funeral Home in charge. 


a — 


THOMAS—Mr. Willie ( (Big Willie) 


Thomas of 850 West End Ave., 

SW, Apt. 4, the husband of Mrs. 
Estella Thomas, passed _ sud- 
denly Feb. 19, 1958. His fu- 
neral will be announced by Han- 
ley | Ashby Street Funeral Home. 


ee 


DUMAS—Mrs. _ Mary | tag Dumas 


passed at the home of her 
daughter-in-law, Mrs. Counie 
Dumas, 994 Dimmock St., SW, 
Feb. 18, 1958. Funeral will be 
announced by Ivey Bros, mor- 
ticians. 


JESTER, Mrs. Mamie Jester of 


Flovilla, Ga., passed at the 
residence Feb. 19, 1958. Funeral 
announnced later. Howard’s Fu- 
neral Home, Jackson, Ga. 


HIGGINS—Mrs. 


Emma Higgins 
of 886 Hunter St., NW, died 
Feb. 19, 1958. Funeral an- 
nounced later. Sellers Bros. 


IN MEMORIAM 


alt Seah MaDAT. tt, Bette dt 


TO PLACE YOUR WANT AD 


Calli. 33636 


COMMERCIAL LINE RATES 


(Apply Within —_ ve Cree 


1 time Daily 65e per tine 
| time Sunday PE ee eee 060 per line 
| time Sunday ......... .66e per tine 


3 consecutive times (ea, day) 58e per line 
7 consecutive times (ea. day) 54¢ per tine 
30 consecutive times (ea. day) 49¢ per line 
(5% Diseount for Cash) 
Minimum ad accepted two lines. 


TRANSIENT WORD RATES 


1 time Daily (beth papers) 

Ge Wy “ncccoeoneunne oc ide per word 
3 times consecutive, Daily 

(both papers) of Sunday i2e per word 
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(beth papers) and a. 10'5e per word 

(5% Diseount for Cash) 
oulaon ad accepted 10 words. 


GENERAL WANT AD 


RATES 
papa oon oe of ares 
Bunda ‘ .. $1.10 per Tine 
Daily. seb denis (edbes Ghent $! 3 per line 


(2% Cash Discount) 
Minimum ad accepted two tines. 

DAILY: All want ads appear in beth 
the daily Constitution (morning) and 
daily Journal (evening) in consecutive 
issues of morning and evening and shall 
be measured and billed as a single ad- 
vertisement. 

Office hours are 8 a.m. te 6 p.m. Mon- 
day through Saturday. 

DEADLINES 

Monday: 5:45 p.m. Saturday. Tuesday 
through Saturday, 6 p.m. previous day. 
Sunday: 6 om. Friday. Ne new ads, 
cepted Saturday a.m. for the Sunday 
Issue. 

Our front eounter Ie open Sundays 
from 4 p.m. to p.m. te aecept can- 
cellation and corrections for the Mon- 
day papers. Call JA. 2-5050, Extension 
318. 


ERRORS 


Errors In classified advertising should 
be reported immediately as The Journal. 
Constitution will not be responsible for 
more than ene incorrect insertion. Atlanta 
Newspapers, ine.. will net be lable for 
any error in advertisement te a greater 
extent than the cost of the space cecupled 
by the item in the advertisement. 


WHEN CANCELING 
A WANT AD 


Be certain to ask for your eancellation 
fumber. This is your reeord and it is 
Important that you have it in the event 
of any misunderstanding or adjustment. 


MONDAY CANCELLATIONS, 


CORRECTIONS 
May be made on Sundays between the. 


hours of 4 p.m. and 6 p.m. 
JA, 2-5050—Extension 318. 
PHONE JA. 3-3636 ‘ 


INDEX TO WANT ADS 

SPECIAL ANNOUNCEMENTS....... 1-9 
(Funeral Nottees through Lodge Notlees ) 

ANNOUNCEMENTS ......... 10- 
as ney 2 e through Rugs 
Cleaned d Dyed. 

BUS iNESS: DIRECTORY... nocqeosesee 
(Kind of Services Offered.) 

TY ee 43- 
(Dancing Schools through Sehools and 
olleges.) 

EMPLOYMENT ......-c055- .47-63-A 
(Help Wanted, Male through Situa- 
tions Wanted, Female, Emp. Ageney.) 

COLORED EMPLOYMENT 64.69 
(Help Wanted. Male. through Situa- 
tions Wanted, Male and Female.) 

PUREE. de .ceecacbdensave coeas 70-80 
ig sane Opportunities threugh Wanted 


rrow ) 

Livestock. PaTIIEY epee ceeenes < 
(Poultry through Wanted Livestock.) 
FOR SALE, MISCELLANEOUS.. 82-102 
— for Sale through Moving and 


ge.) 

Rooms PAND SD +> chance en vue 103-104 
oarders Wanted through Hotels.) 
ncous FOR RENT...... 105-113 
(Rooms, Furnished, through " Wanted, 

Rooms and Board. 
aay bee aie daseneaheds 114-134-A 
— Furnished, through Wanted 
ent. 


) 
REAL DEIN sb bh deccesahaane 
North Side through Real 


aad SD gate habe 181-200 
__(Autos for Sale through Airplanes.) 
ANNOUNCEMENTS 
Cemetery Lots and Crypts 6 


6 de luxe companion crypts. 
Chapel tr 63736 Actual cost. February. 


F our- eres No. 
499, Sr C. SY. 


35-180 
Estate 


Special Notices Bi 
a ma ene 
oT Ss ORIGINALS OF VALU- 
Apter bo 
Lost and Fe Lo 11 


= wunater with red stripes nec 
and tail. Reward. DR. 8-7513. i 
LOST—Vicinity Broskwe Hills, la- 
dy’s ond 


antique m 
broach pom AR. 6 Gemmanth center 
diamond weighing approx. .40 carat. 

eward. Hol nd,_JA. tn 


s YED— Black, , _ Vie 
Columb - oy Watshjre "D: i ; 


Name r. Reward. BU. S015, 
4-7794. 


» NF, 
ed male 
er. " ME ‘ 1384, fer 6:30. Re- 

= 
ward ~ Black Cocker — 
‘Duchess.’ - Vicinity Rock 
Sened. Child’s pet. Reward. 


and Baker Satur- 
ogns nd. 


Spaniel. 


ome — tack spayed; 
rarcliff- thidsoway Road. 
Reward, ME 4- 
—Tuesday, eet of keys, East 
1, ost off ‘Peach- 
_ 4-8045 


black cocker J r puppy. CE. 7289, 
Nurseries and Bab 


see SOLE ROULETTE 
ra n 
child fully Goured. Cm # 7. SY. 


ii ap) 3 ea ata 


opening 


i Het lunch.’ transpor 


2 or 3 children for work- 
ni days per week. Mrs. 


my home. 
Raweed section. BU. 


small children, d: or 
night. Reasonable. JAckson 4-63 


Personals 13 


QUICK CASH 


me $10,000 to 17 on diamonds, 


a a nl r a a 
“board 2 sea “ 
woe. bene wae ¢ — 
eh 
a oP reasona a 27h 


Tyler & sore ¥ CL own, bal oe “night 
seat covers, s, $3.50 to $14. 95. 
. No orders. Keystone 


home. PO. 7-0147. 7 
Business Personals 14 


INCOM E TAX 


WILL BOARD two elderly men in 
my _ nome 


§ . Across = J 
Rinday ‘by appointment ai ya 
R. W. “Bob” Tribble 
INCOME TAX 
eT URNS ffir 


“gat etn 
CHA A. DE 


ACH 


Many big deals are set- | 


tled through the pages of 
Classified Advertising 
small number of words in 
just the right Classified 
Column may clinch that 
sale. Call JA, 3-3636 to- 


day. 
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Business Personals 14 
Meats 5 ‘< -* ~ “ LS 
Busi =" rental t S82 = bl 
‘ ® A abe. 
ve) : ™. 
JA. iSWookworth 
INCOA ETURNS 
ACROSS from Peachtree Arcade Bldg. 
Long = orm, $4; form, $2 
8:30 a.m. to 8 p.m.—Sun. a . 
Cc. W. LEWIS . 81406 
TAX 
ARED 
oo 
OR TVIDUAL 
REASONABLE RATES 
2-0639 Dave Howard 


| INCOME TAX RETURNS 
ROBERT BOOTH 


a.m, to 


Rete Merronaie alee 


ee ee 


TO CH 

7 Seah eae 
~ TAX RETURNS PREPARED 
UR gy Do of lied waxice- 
seb ta DR 3.1940. 


a7 TAX, returns prepared, in 
e ome, up, ve ay or 
night. Ph... 8 to 5, PL. 5-6227; 
after 5 and weekends, PL. 8-6059. 


TAX RETURNS 


| or night. 70 yrs. exp Personal 
business. Withers, PL. 5-9958. 


Income Tax—Any Time 


FORMER revenue agent. 507 Green- 
wood Ave., NE. TR. 2-4695. 


INCOME TAX 


RETURNS prepared your home, any 
time. DR. 


ETURNS individuals 
akan y anf eal businesses. "ete. 


$2; . Easy parking 
any time. TR Ro ines, 


ee 
les ae St.. NE. _ ee. 


0pm BU wba Sei 


or eae —— 


rR. 5. sig 


ared 
"Reasonable 
rates. Call am, PL. 
A — 
home evenings. Reasonable. 
R. 2-2016. 


INCOME tax service. Between Hape- 
ville- er yi Park. Ernest Stephens. 


returns prepered . “in 
‘our home. easonable. 27, 
L. 8-1109. 


TAX SERVICE, bookkeeping. 10 yrs. 
Public accounting experience. 


RMELSTEIN'S— po? ETURNS. 
me Nene de aR 4-4613. 


Pane ie 15 


Department just 
wave specials in- 
opened R-., aa ching and tinting 
includes shampoo and _ set. Sliver, 
far meart and beige ents. Our pop 


once 4 oveues. 

inform tion an appointments 

oan ‘TR. 2-46 4622, Dale Strebell, Inc. _ 
Slipcovers, Drapes, Curtains 18 


THE FABRIC SHOP (Atlanta's larg- 
est) Drape made to your order. 
$! per an py A or unlined. Dra- 
Eo? fabrics shown in bi) home 


Alabama °S . SW MU 60712: JA. 


$5 Down, Bal. 12 Mo. 


ERIES. upholaterias. 
sli covers. fabrics ye 


Free estimates. Mrs. Evans, ME. 
SAVE— Draw draperies made to your 


mpeanrements, © $1 panel. Lovely fab 


ric r yd. _ End 
Store, 106 Hunter_ ~¥ sw. J 


UPHO ‘RING es eae” 4 
slip covers. Mr. vis, TR. 4-2063, 
DRAPERTES,, sli n't 7 Guar 
satis. R. 3-5055. 


BUSINESS 5 DIRFCTORY_ 
Building—General Repairs 


Rooms Additions 
Kitchens Repairs 
Dens Enclosures 
Concrete Jalousies 
Plumbing Roofs 
Wiring Siding 


LOW SPECIAL PRICES 
GET YOURS NOW 
NO DOWN PAYMENT 
FIRST PAYMENT APRIL 
FREE ESTIMATES 


ROBBINS HOME IMP. 
JA. 4-7712—ANY TIME 
1314 Wm. Oliver Bidg. 
Member Atlanta Assoc. Contr. 


Kitchens and Bathrooms 


REMODELED 
Porches and Carports 
ENCLOSED 
Room Additions 
Glass Additions 
Aapex Co. Contr. 


285 N. Highland Ave., NE 
Workmen and Material ‘Insured 
Member of Home Improvement 

Contractor’s Assn. 


JA. 3-8595 
Nights TR. 5-5729 Holidays 


Y A 
BUDGET PRICES 
ae 


HAP ma 


FREE ESTIMATES 


FIRST PAYMENT APR., 1958 
MEMS . 
Lee Home Improvement 
JA. 4-1306, Any Time 
“WATCH THIS SPACE 
LOW —1958—PRICES 


re me EN 


ra con penny ow as $595 


NO 

| ie feet AS 3 eS ae 
actors ssn 

ACE HOME. TRR CO. 

JA. 3-7718-Day or Night 
REMODELING SPECIALIST 
NO DOWN PAYMENT 


? 10 YEARS TO PAY 
OF HOME 39 ASSN. 


NIGHTS, HOLIDAYS, TR. 2-6255 
Wilson Contracting _ Co. 


WE DO YOUR work at most 
reasonable prices. Free Re 


We do not sublet our 
yp ane pertaining to your home 
from ment down 


Cement Work—W. 
Ch . ePet } . 
ATLANTA re, f AL A. 37917. 


ee ee a gee 


Haulin 


pags. rompt delivery. srs 
sa , field and 


—— 
ALOUS RS. $23.99, complete. 
re a Ae Rag 
Landsca eee Service 

EN Eee SERVICE 


Ret Pree estimates tes, ME 9157 


thing. int 
cow m manure 


E. 1691 


CONOMY moving and del. service 
easonable rates. “yA. 39204" A 


Painting 
INTERIO R , WEXTERIOR. lors 


Bty guaranteed. 
OLD wallpaper removed. Painting, 
wallpapering, plastering. Experienced 
white, clean. sober workmen. Very 
reasonable. Mr. Griffin, _ DR. 7-666). 


Free > seatimates. work 


INTERIOR, exterior | ting: all 
furniture, floors protected. SY. 45157 
er eas 
PAINTING 


and papering. All work 
PERT: Tsasc ebb, PL. : 3.0098 


EXPERT ae oe papering, FHA 


Painting and Papering 


OLD wa mpeper, removed. we 
hat vague 8 anglers. enced 


ing. Old paper removed by steam 
Reasonable ovrices. JA. 4-3776. 
PAM general repairs. Reas 
prices Commercial and residential. 
J. O. Harper, MA. 2-2580. 


PAINTING, papering, repa ick 

pa white , Taher. Reas. BO” 1- 
painters. paper hangers (non. 

drinkers)’ Free oma. DR. 3-7022 


ROOMS papered. $10; Kem-toned, 
Pte. Plast. Elijah Webb, PL. 3 


Plastering 
EXPERT 
tion guar. 


Plumbing — 


REPAIRS, | 
ing ; Tuxeuo ” Bie a Wee wtiogpe- 


oe Fast re- 
pairs. DR. 8-0213, DR. $-4349 ; 
on 


PR P 
DR. 8.1063 
night. MA, 7-5078. repairs. Day or 


Reofing “end — 
utters cleaned, repaired. 
as a 


Manville roof and siding. SY. 45157. 
S\. 4-1674. 
, Ceaned, 
__ 4-766 


jacket repairing. Satistac- 
orkmen. DR. 7-9179, 


OOF 

Paint | oe aires Hane ey, JA. 
Roofing and Siding 
FOR quality materiais and labor 
call us for your roofing needs. 

Cool Roof Of A 802-3 
ae Tanks 


7, 46054 niyarePal 
a aE 
a —eeeege é 46 
nn rn a 
60 PERATION 
mR dua have 
500 colleee?- rite Box. 3 et. 
pt. North- 
side Station. Atianta 
parttime day ping for 
LEGE, M% Of sarietia ef oLFR ko 
EMPLOYMENT 
Help Wanted—Mele 47 


AIRCRAFT TOOL 
DESIGNER 


MANUFACTURER of component air- 
craft parts desires man with Air- 
craft Tool Design experience. 
GOOD working conditions. 
PAID vacation. 

SICK lerve. 
HOSPITALIZATION given 
ployes. 

AND many other special company 
benefits. 


SEND resume of past experience, 
educational background and salary 
expected to P. O. Box 1355, Tulla- 
homa, Tennessee. 


to em- 


Southern 
Advertising Agency 


WANTS young man to 
serve as assistant to 
the President. Should 
be familiar with all 
phases of agency op- 
eration. Our employees 
know of this ad. Salary 
commensurate with 
ability and experience. 
Write D. M., 133, 
Journal-Constitution. 


YOUNG MAN 
For Night Job 
In Special Library 


COLLEGE education, library train- 


Winiod \cowhailtaiall 
Experienced Heliarc 
Aluminum Welders 


BLAIR ALUMINUM 
FURNITURE CO. _ 
Mittent Geokotk 


: : - , + 
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Grafting. machinery. — tion sos essentials irect to con 1 
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INSURANCE COMPANY MGR. for Eiectronic Data Process ing to work and_ foll in- shorthand speeds must 7 ae gy, “sey i fled Por 6 5513/0 ar ical fish. te im a ‘BE ” peeepny FF 
Dept.. textile co. Must know all types _— structions. Very liberal com id. Excellent | “Ann ersonne after 6. complete selection and| MAHOGANY Bookcase ....... 
NOW selecting representatives in Couinment and able handle admin. ission and bonus plan. be = rapi xce . ip Ba ii : OFRIGERATOR ........---- 
Atlanta area. ie you, live within unt a $12-$15,000 monstraters and insurance starting salary, employe MT - Rye! ore or’s ofc., B’heed. , 9 Boa E . Cat m’le 65-A vam, to tg axe pe palteeatt 
Gius of 50 miles and. ii° desire MATH. SPECIALIST — Electronics| furnished. Many more c n- ; ki NO RECEPTIONIST — Bhort- AIDS wanted for New SW. PL. 8-462. -F cs. Li ceu caadee 
at "and se volved, Must have master’s and waanhd sy °7 necessary a8 So at train benefits and , hn hand xa. Sday week, liberal HELEN BAILEY ; rin Ma +e Pr on a ‘SPEC 20 fish. $498. All suv- Ste ON. sy. ann 
Sent, do no.” ® WAREHOUSE — Branch’ sales office) man s¢ lected. Do not to. make prac apie Ant es Fee eval. Te 40st, tab “Forsyth ‘Blad - sa JA. 31711 [IN NEED of maid-kitchen. laundry\Cofiege Park Florist. PO. _1-3987 We Buy, Sell and Trade 
angemen $425, uniess ¥ confidential resume aS «FM type Call: Bell’s i id a. New a 
Sal Mer., 32) 900 manager. Too references a e willing to | 7\0r a 
aa ie Was Fri. only ~ SENIOR ACCT, (2). No travel 5 work. See sales monaber i G. L., 30, Journal-Con- | Must reserteaced t EM. SERVICE PQ, 90 Hood | Bmplovment Service - 330i on |MISCELLANEOUS KING PORRITURE oo 
LOAN MANAGERS MATH specialist. M.S. degree pit WACCTAFFE MOTOR CO.|——titution. Dayan's Chilgrens Shop ) Day. JA. 40973; JA. 47888 night. |For Sale—Miscellaneous 82 : 
ae uae expanding "Chain needs epee ace att maneser, Industrial EXPERIENCED | _jaboratory techni- Hel 86) ODD LOT SPECIALS | |s12 LINOLEOM Ruse nua’ 
unity cian, : a 1 . $4. 
‘Know Georgia “industrial Oreicr, MGR. Settled. "supv. =. Spring ot 8th St | LOOKING FOR igalary ise. ne. O. K., %, Journal ym. City. ATE opening ew ‘ se SI . oval : or NITUR 
“ike and howpitaliza a RT aes ~~ NIGHT EMPLOYMENT? YOUNG “tome © é ining, fh 2 Tue ogo ik :| work out. ® Feferences. No! Wide, 790 aA|CATE CIT’ " Mech 
am, and P10: 90 Mfr his Re rahe * STOCK SALESMEN Reece erage ae keeping. 1307 Th THE RUC SHOP a 
’ nape 6:30 P.m., to ECUTIVE.  Casu | xperienced Dank pr sad walironssas expert joor cov at 
Bond Finance . Asst. to V. P. Freel. \BAR and 
Expr. maltt-live. Min. " years expe-- TOP COMMISSIONS machine ond bookkeeping enced, for elaub in : ~stimates. 
Pe Nie Spring -St.._NW. 2% other. 
ed rience. Bonus plus sala 2 im deed machine operators needed Bere TEN mrntiwWear le be _exce ent, cook, other must 
~ LAUNDRY’ MANACER | TH BLDG. FAST-GROWING young tion to staff night crew. work checker. y or Laun and galery wanted. P. 0. 4921, A Pats 
522-533 FORSY eg by Lo gM. a —- dry, EN Peac sree. er ee Atlanta, Ga. "e sate: a Eas mga 
~ —— - a. business peop EXPERIENCED bar maids. nted—M:, 7 REC ND. esting . ra , 
Hours 5:00 p.m. until 7 Sit. Wented—Mele (Col) ¢ 2 80 
PAIR AN EXPERIENCED stock salesman) Rane. mased on \eier lim. Ei nit club erie? mane dA. 3-7541| CHAUFFEUR, warel Ege. 8 iebal ee . — a ee 
PERSONNEL SERVICE |susten™ “ “merous mist) scerience. SUE REFAR Downton Toetog, 5| ERECUNVE SERVICE CORE.» (Eaube"™™ Sos oon ome MO ATE CITY FURNITUR terms, 42.30 Der week. sofabed, snd 
| experi . day week, small office, company Rm. 1716 St, JA. 2-5430. | chair 
PR MRAME Consultants | RUCKHEAD EARNINGS of $1,000 per month with | : joy- Wat aiale eae tered —T57—Kinstew PO TE A gg Sit. Wtd.—Female (Col.) 68 143. Whitehall St.._SW 
VE. NEW YORK CITY 3240 PEACHTREE RD., reasonable effort. | Full time reguiar employ- vine Plaza Remaurant, 2370 Stew n -5?* NURSEMAID - soa Nhealin’ car I; _ home sport 
BKKPING. clk., must be vet .. $200 ny; ment with attractive |Ave.. sw. ~ Want A To p Job: available Fz.g4: health ca ligne, model FC-1 value, 4 
lacement for college Cay rs corre $250 FOR PERSONAL interview, ‘of bias | | fri benefits. Hospitali- typists, i exper. references. PO. 1-6325. =m Conference table, 12 ft. solid walnut, | cry 
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‘57 Cad. Sed. Rose/white. Air. | pat Se — Every Purse 29 
te Cad. oe = cut tt in jeopardy by sellins | Thursday, Friday, Saturday. eo Th el OVERHAUL 
‘S7 Cad. Cpe. deV. 2/green. A. d cars that, in any way, | NO DOWN 
‘36 Cad. Coupe. 2/blue. Air. fail to give complete satis- n MOTORS—IRANSMISSIONS PAYMENT 


10,000-MILE S < 
OVERHAULED AND EXCHANGEQ GUARANTEE — ae, t JA, 4-8656 


= Ne Meney fe Open 7 a.m. to 7 p.m, 
» 10.Ghb mike CITY MOTOR EXCHANGE, INC. 
Roore 406 WHITEHALL ST., S.W. 
WE LOAN YOU A CAR WHILE WORK !8 BEING DONE 
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MOTORS 
TRANSMISSIONS 


BRAND-NEW and 
Factory Re-Monufactured 


ne DOoy Service 


Fulton Motor Exchange MOTORS—TRANSMISSIONS 
A. 4.7727 10 Whitehall Sr., $.W JA. 4-7727 
7 a mee ds EXCHANGED OR REBUILT 


MOTORS As Low As $119.50 Exchange | 
EXCHANGE ae | 
ex cH ANGE Nothing Down—18 Months to Pay 


MOTORS-TRANSMISSIONS Overhauls sia $29.50 fi 


Rebuiit—Our 
NO MONEY DOWN Gen. Repairs Factory Ie Open Fer Inspection At 


“56 Cad. Cpe. deV. White. A. | Sport Coupe. Merc-o- 
‘54 Cad. “62” Sed. Blue/wht. en ta ineiion 


‘56 Cad. Coupe. Bik./wht. A. f 56 ns me iW eiedewen tT 
'S6 Cad. 60-S. Black. i Matic, power steering, brakes, 7) 
» | ‘54 . Sedan. 2 ; | ial Rivi | 
154 Cod, "62" Sed. Bluc/wht. |] 29 coue & 9 agg ig PLENTY OF DEMONSTRATORS 
* £58 Olds Sup. HT., Power. Gr. f te RBI G 
'S7 eae Aarne. pewes Save ‘700 
steering, power brakes, Power- | 
,495 


‘56 Cad. “60-5.” Blue/wht. A. |) fection in ownership. WE FINANCE OUR OWN 
157 FORD Fairlane “500”. 
‘55 Cod. 60-S. 2/blue. ] windows. Air $1,995 | 
‘55 Cad. 60-S. 2Z/green. 
~ £58 Pont.: “88” 4-dr. 2/green. | 
‘57 Chrys. LeBarron. Gray. A. wean Only ariven 
8,000 miles «see 


"56 Cad. Cpt. deV. 2/gray. A. poe $1,895 | 
I» FORD Ranch Wagon. |) 
‘54 Cad. “62” Sedan. 2/blue. 55 Big engine. Automatic i $ 14 week 
"56 Olds. “88” 4-dr. HT., Bge. 
"54 cvevreueT $695 19 RAMBLE TO ED VOYLES MOTOR CO, 


56 Cad. Coupe 2/green. A. Mm. and H. -.+++- 
1154 Cad. 60-S. 2/gray. Air. | tranamiations «$1,295 | 
‘54 Olds ‘98" 4-dr. 2/green. 


ao car while work is being done 


‘54 Olds “98” Cony. Blue. 
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d Prepainggecrisaye PT “eur CALL US NOW NITES AND SUNDAYS 
"hue iejin @ eae, leet, ee ride away OVERKA JA. 5-2031 | DR. 7-1278 
1 Good Selection of Others hydramatic.+++++++ ; t | - o 
Plenty Room to Park and Trade |} pgsqy BUICK Special. 2-door, ina 40-mi.-per-gal. car, D $29°° 
| Cone Boli stm. Cetus SOOO o 10,000-MILE WRITTEN GUARANTEE GA. MOTOR EXCH 
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JA. 3-763 1 , 382 WHITEHALL ST., S. W. 


MOTOR EXCHANGE. INC 336 SPRING ST., N.W 


513 LEGION WAY ; 
JOHN DAVIS BUICK 19 513 souTH MAIN East Point 


Opening Evenings ‘til 9 
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Billy Graham 
God Leads 
His Own in 


Many Ways 


QUESTION: I have read 
somewhere in the Bible that 
the Lord leads Christians. I 

eerie. CON’ seem tO 
> : i be able to un- 
derstand just 
-how the Lord 
can lead us. I 
believe I am a 
f Christian but 


on the ocean causes waves but 
they are only on the surface. Be- 
neath there is a calm. Some- 
times the Christian life is like 
that. The circumstances of life 
cause an outward confusion. The 
person, however, who has com- 
pletely committed his life to 
Christ has: an inward serenity and 
peace. Your misunderstanding is 
one that is common to many peo- 
ple. What you are expecting 

that all the problems of life are 
going to disappear. Actually, the 
Bible teaches that God will be 
with you in your troubles but He 
will not remove them from you. 

God leads His children in vari- 
ous ways: 

1. Through the Scriptures—that 
is why it is so important to know 
the Bible. We are often confused 
because we are ignorant of God’s 


Goren 


ON 
Brid 
ridge 
NORTH 
&A53 
¥ 1054 
©9852 
&AK2 
WEST EAST 
a? &QJ310876 
¥ JI62 VA 
@J310743 @#KQ 
&9765 &QJ108 
SOUTH 
& K42 
¥KQ9873 
@A6 
& 43 
The bidding: 
West North East South 
Pass Pass lspade 2 hearts 
Pass 3hearts 3 spades 4 hearts 


Pass Pass Pass 
Opening lead: Nine of spades. 

There are numerous types of 
safety plays which are not readily 
found in the book, but must be 
improvised by declarer as the 
play develops. Observe today’s 
hand where South threw away a 
vulnerable game by failing to ap- 
proach his problem with suffi- 
cient caution. 

The bidding was reasonable. 
North had top-drawer values with 
which to raise his partner’s vul- 
nerable overcall and South car- 
ried on to game in the face of 
East’s single-handed competition. 

West opened the nine of spades. 
Declarer in order to lead trumps 
quickly from dummy towards his 
honors in hearts, won with the 
ace and led a trump. East was in 
with the ace. The return of the 
queen of spades put declarer’s 
king to the slaughter, and since a 
diamond and a spade had still to 
be lost declarer submitted to a 
one-trick set. 


South might have handled the 
dummy with somewhat greater 
caution. East’s vulnerable rebid 
at the level of three almost sure- 
ly marks him with possession of 
a six-card suit. 

That a spade ruff was there- 
fore imminent should have been 
apparent to South but he must 
take pains to provide that West, 
if he does get in a trump, should 
place it on a little spade rather 
than one of the top ones. 


If South wins the first spade 
trick with the king he will attain 
safety. He may cross to dummy 
with a club and lead a heart. 
When East is in with the ace and 
returns a spade, West may get 
in a ruff, but he will be ruffing a 
low spade which declarer would 
have to give up in any event and 
the ace would remain secure. 


Actress Shows Power 


Of Positive Thinking 


LONDON, Feb. 19 (UP) — A 
strap broke during a television 
play last night. The action suited 
the dialogue, but it was not part 
of the script. 


“I could paint you,” the artist 
4 Rios play said to the pretty 


“I thought you only painted 
nudes,” replied the girl, actress 
Jane Baxter. 

She shrugged her shoulder and 
down came the evening gown. 
‘However, she recovered the dress 
without missing a line. 


Right-Foot Thieves 


THAT SCRAMBLED WORD GAME 


~ AA 


WHAT NAYDEL 


Unscramble the 4 sets of letters, making a word of each 
jumble, Print each word, a letter to a square, beneath each 
jumble. The letters you have printed on the circled squares 
may then be arranged to spell the surprise answer suggested 
by the cartoon clue. What is it? (answer tomorrow) 


Yesterday's answers: ROUND USAGE EVENT ABRUPT- BRAVES 


ways and instructions. Holy Spirit. 


2. Through prayer. 4. By circumstances that God 
3. By the still small voice of the | brings to pass in our lives. 


Brandeis Will Honor | 
Atlantan B. J. Massell 


Benjamin J. Massell, Atlanta builder and real estate 
man, will be honored by Brandeis University at a dinner 
in his honor at the Standard Club here March 2. 


The Atlantan will be made a fel- 
low of the university. Dinner 
speakers will include Ralph Mc- 


Gill, editor of The Atlanta Consti- 
tution; Dr. Abram L. Sachar, 
president of Brandeis University, 
and Mayor Hartsfield. 

Louis Aronstam, president of 
Southern G. F. Steel Co. here and 
a Brandeis fellow, is chairman of 
the dinner. 

Massell, president of the com- 
panies bearing his name, has been 
called “the creator of Atlanta’s 
skyline.” The Atlanta Real Es- 


Talks with Hirohito 


TOKYO, Feb. 19 (UP) — Dr. 
Norris Wilson, of New York, ex- 
ecutive director of the Church 
World Services in the United 
States, conferred for 30 minutes 
today with Emperor Hirohito. 


| 


tate Board made him an honorary 
member in 1950. He has received 
B'nai B’rith’s bronze plaque as 
“Jewish Man of the Year.” A 
member of the board of St. Joseph 
Hospital and the Atlanta Sym- 
phony, he is former chairman of 
the Atlanta Jewish Welfare Fund 


and the Israel Bond Drive. His 
gifts to the city include the Ben 
J. Massell Dental Clinic, which | 
provides free dental care for per- 
sons unable to pay for such | 
service. 

Fellows of Brandeis University 
are selected from ‘“‘Men and wom- 
en distinguished in the arts and 
sciences,’’ a university spokesman 
explained. Recent Brandeis fel- 
lows include Dr. Selman Waks- 
man, the discoverer of strepto- 
mycin, Louis Perini, owner of the 
Milwaukee Braves, and the gov- 
erncrs of Maryland and Con- | 
necticut. 


A Lot of Bologna: 


Bandit Gets $90, Too 


A small bandit with a taste 
for bologna Wednesday robbed 
a curb market at 2275 Cheshire 
Bridge Rd., NE, of $90, police 
said. 

Sgt. G. H. Christian and De- 
tective N. W. Flanagan said the 
robber, a Negro, is wanted in a 
series of similar holdups dur- 
ing the last two weeks. Invari- 
bly, they said, he selects a 
package of bologna before leav- 
ing the store. 


J. O. Howell, clerk in the 
Cheshire Bridge road market, 
said the man entered, asked the 
price of milk and then turned 
to the meat counter and picked 
up the bologna. Howell said he 
then whipped out a revolver, 
took the money and strolled out. 


Rail Underpass Hearing Set 


A public hearing on East Point's No. 1 project, 
Spring avenue extension, has been set for 7:30 p.m. Tuesday in the 


council chamber. 

Mayor Johnny Stith said the city 
was interested in hearing the 
public’s views on the $1,300,000 
project before final plans for the 
project are completed. A contract 
is expected to be let some time 
next fall. 

The project, one of three ap- 
proved in a countywide three- 
million-dollar bond issue, will con- 
sist of a east-west connector join- 
ing Headland avenue near Lump- 
kin on the west side and East 


Cleveland avenue near Humphries 
street on the east. It will consist 
of 1.3 miles of four-lane pave- 
ment, tunneling under the railroad 


Duke Professor Will Talk Here 


Dr. Hans Lowenbach, professor 
of psychiatry at Duke University, 
will keynote the opening of the 
Georgia Conference on Social 


| Welfare at 8 p.m. Tuesday, Feb. 


25, at Atlanta Biltmore Hotel. 
Dr. Lowenbach, long active in 
the field of mental health. is be- 
ing sponsored by the Georgia As- 
sociation for Mental Health. 


and highway near Forest avenue, 
The route runs primarily through 
city property and back yards of 
lots. 

The other two bond-approved 
projects are a Lakewood avenue 
extension, with 3.3 miles of new 
paving connecting Campbellton 
road, and an underpass in Cel- 


lege Park, whose site has not been 
determined. 


Brach’s 
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STGRES 


Look for the exclusive 
Parliament recess—for the 
clean new way to smoke! 
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iS BEST! 


You get pure tobacco flavor! 


1. OVER 30,000 TRAPS 


All filter findings. confirmed by the 
United States Testing Co. ... one of the 


world’s leading independent testing laboratories. 


than Parliament. 


No other popular cigarette delivers less nicotine and tar 


NO TIP-TO-LIP CONTACT 


Only Parliament’s filter is recessed to prevent trapped 
nicotine and tar from touching your lips. 


FLAVOR-PURE PROTECTION 


invented for. 


Parliament’s exclusive recessed filter protects the pure 
tobacco flavor. No bitter taste of concentrated tar and 
nicotine—just the friendly satisfaction cigarettes were 


HI-FI FILTER PARLIAMENT 


No other popular cigarette delivers less nicotine and tar! 


from the smoke and absolutely none from the filter! 


NOW! PARLIAMENT 


with Recessed Filter 


Only Parliament’s recessed filter gives you so little nicotine and tar 


NOW_POPULAR PRICE! | 
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*% Sports Editor * 


A Stylish Hurler 


Haberdashers in Boston and Chicago were de- 
lighted Wednesday over news that Dick Donovan, the 
stylish right-hander, has received a 70 per cent pay 
boost from the Chicago White Sox. 

When he worked for Earl Mann for considerably less than the 
$30,000 he'll receive next season, Donovan was one of the best- 


Greness | men in —_. When the Crackers were on the road, Mr. 


Donovan led the league in window 
shopping. Now that he has moved into 
the higher income bracket, Donovan 
will undoubtedly move into the fashion 
league with citizens like the Duke of 
Windsor and Pal Joey. 


The communique issued by Chuck 
Comiskey, the Chisox veep, did not say 
-.. whether Donovan also sold him a pol- 
>= icy. Blessed with a gift for gab, Dono- 

* van has been doing better than some- 
_. what on the insurance circuit around 
* ~. Quincy, Mass. 

He had no trouble selling Com- 
iskey on the fact that the Chisox 
have a good investment in Dono- 
van. In fact, Comiskey, who is not 
noted for being a fancy spender, 
gave Donovan the biggest salary 
boost ever granted a Chisox em- 
ploye. 


Outlar 


There are impressive statistics listed on Donovan's past per- 


formance chart for ’57. From the Chicago viewpoint, however, the 
fact that Donovan registered a 3-1 record against the Yankees was 
perhaps the chief selling point. It certainly makes Dick a man of 
distinction, for beating the Yankees is definitely a rarity on the Sox 
staff. Mere sight of Yankee Stadium is ordinarily enough to frighten 
Comiskey’s hirelings out of the A. L. race. 


You might say that Donovan was a regular-season Lew Burdette 
against the former world champs. Al Lopez invited Donovan to make 
five starts against the Yanks, and he bagged three triumphs. The 
Yankees didn’t exactly rough Dick up in the two games he failed 
to win. They squeezed out a 2-1 verdict in 11 innings when the 
anemic Chisox failed to offer any aid. And he was leading 4-2, when 
Jim Wilson strolled in and served a grand-slam gopher to Moose 
Skowron one Saturday afternoon. 


—Casey Thinks He’d Make a Great Yankee 


It’s easy to understand why Casey Stengel has often said that 
Donovan is one of the finest pitchers in the majors. In fact, Casey 
thinks it would be great for Dick to be a Yankee, but Mr. Comiskey 
refuses to discuss the matter at length with George Weiss. 


Donovan recommended himself for a raise by chalking a 164 
record last summer. He had an ERA of 2.77, despite a shaky April 
start. Billy Pierce, the Chisox southpaw ace, was the only other 
A. L. pitcher to complete as many games. Donovan finished what 
he started in 16 of 28 assignments, which is somewhat remarkable 
these days. 

The fun-loving Donovan probably has to look at the labels of 
his expensive coats to convince himself that he’s really such a suc- 
cessful major leaguer. 


There was a time, 1953 to be precise, when Donovan ex- 
pected to be selling insurance 12, instead of four months each 
year. He had flunked four or five tests with the Boston variety 
of Braves, and he had never been any bargain in the minors. 
In fact, he was more widely known for his fiery temper than his 
pitching ability. 

After compiling a 4-6 record with Milwaukee, then in the Ameri- 
can Association, Donovan announced his retirement at the end of 
the 1952 campaign. 

Little things often mean a lot in sports. For instance, the choice 
of a manager for the Crackers in 1953 was a turning point in the 
Donovan career. 

Ordinarily, it’s not too difficult to lure newly retired pitchers out 
of retirement. But if Gene Mauch, Donovan’s onetime Milwaukee 
roommate, hadn’t been handling the Cracker reins, Dick might not 
be pitching today. 
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—Mauch Lured Donovan Out of Retirement | 


Mauch ran up a phone bill before he persuaded Donovan that he 
should take one last fling in Atlanta before reaching a decision on 
his future. 


Donovan eventually consented, provided Earl Mann would peddle 
him outside of the Brave organization if he had a good year. In 
Atlanta, of course, Donovan met Whit Wyatt, and it’s rumored that 
the shrewd pitching coach taught Dick how to throw a slider. 


At any rate, Donovan had a fair 11-8 season under Mauch, and 
Mann kept his promise. He sold Donovan to Detroit. The Detroit 
brass still blushes over the deal. 


Fred Hutchinson, now the St. Louis manager, who was pass- 
ing judgment on Tiger pitchers that year, decided that the 
Braves were right about Donovan. He wasn’t, in Hutchinson’s 
opinion, a major league pitcher, so Donovan was refunded to 
Atlanta. 

Wyatt had instilled confidence in Donovan. Only a year ago 
Dick had agreed he wasn’t a major league pitcher. But he returned 
to Atlanta in 1954 determined to prove that the Braves and Tigers 
were wrong. 

Wyatt moulded Donovan into a top-drawer pitcher, and Dick 
showed his appreciation by pitching the Crackers to a pennant. He 
still wasn’t regarded as a bargain, despite an 18-8 regular-season 
chart and two Dixie Series triumphs. 

Mann convinced the White Sox that Donovan was a good invest- 
ment, but Earl never dreamed how good. Neither did the White Sox 
who also purchased Leo Cristante that. year. 


| 


| (P—Ralph 
Brooklyn scored a split decision 
over Kid Gavilan of Cuba in a/| 
10-round slugfest tonight that had 
the crowd roaring at the finish. | 


every one of those games,” 
said via telephone. Then a pause, 
a sigh and, * 


Donovan broke in with a 15-9 bang, dipped to 12-10 the following | 


year and hit his peak last season. And, of course, he hit Comiskey 
for 30 G’s Wednesday. 

He probably celebrated the new contract by buying a new suit. 
He may be the most stylish right-hander in the A. L., on and off the 
diamond. 


Berg Aims for No. 8 
In Titleholders Play 


Patty Heads °58 Entry Roster; 


Reynolds Hones Game for Event 


By BERT PRATHER 

It is only fitting that Patty 
Berg’s name should head the 
early entries for the 19th Women’s 
litlcholders Golf Championship at 
Augusta Country Club March 
13-16. 

After all, Patty’s the queen of 
women’s golf. And no small part 
of her great record has been 
carved out of the exceedingly rug- 
ged Augusta Country Club course 
since the inaugural Titleholders 
in 1937. 

The chunky redhead’s achieve- 
ments in golf have long ago 


that Bergie’s name should head 
the 1958 official entry list. 

Albany’s Mary Ann Reynolds, 
qualified for the Augusta classic 
for the first time by virtue of her 
Georgia State Amateur triumph 
last year, is working hard to get 
her game in shape. 

Mary Ann was low amateur in 
the LPGA event at St. Petersburg, 


en’s Amateur at Ormond Beach, 


an exciusive event in which only 
titleholders are extend- 
ed 


invitations. 
Ther. too, Patty is the 


|Fla., Sunday. She is now com- 
peting in the South Atlantic Wom- 


IN HOOP JR’S. FOOTSTEPS 


TECH SOPH’S HORSE WINS $16,075 


By AL THOMY 

Fred W. Hooper Jr. of Georgia Tech is probably the country’s 
only college sophomore with a winning race horse. 

His Pryson made it two straight when he scampered home a 
length and a quarter ahead of 18 other two-year-olds to win the 

21,659 Florida Breeders’ Stakes at Miami’s Hialeah Park. 

Mr. and Mrs. Fred W. Hooper Sr. were in the winner's circle 
to collect the winner’s net of $16,075, but student Hooper learned 
about the victory 20 minutes later Wednesday. 

‘““My father called me from the track,” explained the 19-year-old 
Tech industrial management major. “I was pleased to hear of it. 
My friends were really pulling for Pryson.”’ 

Whence cometh the name Pryson? 

“Oh, from the sire and dam, Heavenly Sun and Pry,"’ explained 
young Hooper. “His stablemate, Prybu, who finished fourth, was 
named after Pry Mist and Quibu.”’ 

Pryson was foaled on a farm at Quincy, Fla., near the Georgia 
line. Hooper Sr. has a breeding farm at Montgomery, and Heavenly 


SEC record. 


three-way tie for second behind 
Kentucky, with its three toughest 
tests of the season coming up. 


(8-3) 
tangle with the Jleague-leading 
Kentucky Wildcats (10-1) at Bir- 
mingham Monday. They lower the 
1958 curtain against arch-rival 
Alabama (8-3) at Montgomery. 


140 fights, 
outs, used sharp lefts to the head 
and face 
fight with a mixture of hard 
lefts and an occasional right. 


ait 


Rex Frederick 


Bill McGriff 


Plainsmen Strain 


Joel Eaves Jimmy Lee 


For Best Campaign 


Vols, Wildcats and Bama 
Bar Door to Auburn Record 


By MICKEY LOGUE 
Despite a king-sized casualty list and a rocky start, 


Coach Joel Eaves” Plainsmen, 
need one victory in their three re- Tiger Statistics | 
maining games to duplicate the | seeune a 
9-5 SEC chart of 1942. Every Au-|Frederickt 252114 138-95 290 319 
burn team since has lost more | Tuckene 196 82 52-35 71 199 10.5 
than five conference games. | Zohnston.t ae msiwie £i| 

If they should win two of three | Gresery, . te 72-22 wa tf 
—and it’s even money they jammer! 7 Bo By 3 
won’'t—it would mean __§ the 

| manned before. We'll just have 


Plainsmen’s top percentage ef- 
fort since the league was formed 
in 1933. 

Eaves’ 1950 club hung up a 12-6 


'to play ‘em one at a time.” 
| 
Hart to a pre-season injury, and 
| No. 3 guard Bayward McManus 
suffered a broken collarbore in 
January. Sophomore forward 
Shot Johnston, who started sev- 
eral games, has been harassed 

by injury all year. 
He returned to the lineup with | 
17 points against LSU Saturday, | 


Auburn stands 83 and in a 


men meet Tennessee 
Auburn Saturday and 


Eaves’ 
at 


ankle. He will be handicapped 
against Tennessee. 


eight-game winning streak. This 
includes seven counting confer- 
ence games. 

Bobby Tucker, originally slated 


“IT expect we’re outmanned in 
Eaves 


‘but we’ve been out-| 


~ | aged 14.8 points in those games. 
| He has raised his season’s rate 


Jones Beats 
| from 7.6 to 10.6. 


; aun | Captain Rex Frederick, 
Kid Gavilan ‘leads the scorers with a 16.8 av- 
MIAMI BEACH, Fila.., 


erage, needs 33 rebounds in three 

(Tiger) Jones games to crack his team record 
of 322. He is grabbing 15.3 an out- 
ing, equalling last year’s record 
‘rate. 
| Jimmy Lee’s 13.8 firing 
second among the scorers. 

However, the work of Johnston, 
Terry Chandler, Bill McGriff and 
others has been vital to the streak. 

“They all deserve a 
credit,” Eaves said. 


Feb. 19. 
of 


| is 


Gavilan, at 32 the veteran of | 
including 27 knock- 


but Jones forced the 


aa OO: 


lot of | 


ly induced vice president Chuck 


Donovan, 30, had # 


this could be Auburn’s best Southeastern Conference | 
basketball season. 


- mas 'for the American ** 
138-95 390 319 16.8 | League lead. 


4 


at 16. He led the league in com- 
Auburn lost star guard Henry | 


and then vromptly sprained his | 


Auburn currently is riding an 


| for reserve guard duty, has aver- 


who 


| 


Sun was bred there. Pryson won his first start last Thursday by 
half a length over Indian Maid. 

Two-tor-two . . . not a bad batting average. Does Hooper see 
the Kentucky Derby in Pryson’s future? 

“I sure hope so, but you can’t tell yet. We need to see Pryson 
and Prybu in action a little more. Sure hope so, though.” 

When Fred was six years old, his father’s entry, Hoop Jr., won 
the 1945 Derby. The victory returned a handsome $64,850 payoff. 

Pryson, a chestnut gelding, ran the three furlong straightaway 
course in :33 1/5, fastest time of the current Hialeah meeting and 
only four-fifths of a second off the track record. Steve Brooks was 
in the saddle. 

He paid $3.90, $2.60 and 
Coltrane and Prybu. 

Does Hooper ever exercise his speedy charge? 

“Well, not hardly. You see, I weigh 220,”’ chuckled Fred. 

Too heavy for jockey duties, true, but in Pryson, he may have a 
heavyweight Derby contender. 


$2.30, and finished ahead of Marisa, 


Donovan Pay Boos 
Sets Chisox Record 


Ex-Atlantan Receives $30,000: 


Campy’s Condition Same 


rom Press Dispatches 


Ex-Atlanta pitcher Dick Donovan, the 


& 
| 


Chicago 


“Yankee Killer,’”” Wednesday agreed to 1958 terms 
which gave him the largest salary increase ever ac- 
corded a White Sox player. 


The erstwhile holdout reported- ) 


Comiskey to give him a 70 per 
cent increases 
over last year for 
a salary close to 
$30,000 this sea- 
son. 

Right - hander & 


Baseball in Brief — 


— Ti i i 


arial an hurled 
pared to only 173 for Shantz. 
- besides the winner 
x eee . B 
a 16-6 record last SR ete. 
season and his 
727 percentage: 
tied New York’s - 
Tom Sturdivant © 


the majors’ 
last season. 


Dick Donovan 


Donovan, who came to term 
via telephone from his Quincy, 
Mass., home, tied with team- 
mate Billy for the 
league lead in compicted games 


Peace ed from shortstop to the outfield, 


signed his 


| he took an undisclosed salary cut. 
| He drew $30,000 last season. .. . 
Jackie Davis, 


plete game percentage, .571, 
with his 16 in 28 starts. In five 
starts against the pennant-win- 
ning Yankees, Donovan had a 


3-1 record. 


In a total of 45 innings against | ‘home plate and third base. 
New York, Donovan had a 2.40) P 


ERA. His low of 45 walks was 
League, 


S pivey Misses ated the Redlegs, 
| Yankees, 


club major leagues. 


Cage Pot, Tries | 


To Cook Goose 


GREENVILLE, §8.C., Feb. 19 


ee ——— 


surpassed onty by New York’s 
oe Shantz, who cei 40. But 


a, a a ae 


021 j innings com- 


Donovan was the only pitcher, 
Warren'! 
Spahn, of Milwaukee, to poll any | 
votes for the Cy Young award for | 
outstanding pitcher | 


MORE BASEBALL—D odger 
catcher Roy Campanella remains 
paralyzed from the hips down, 
end the hospital says the longer 
the condition continues the less 
one can expect for the future. .. . 
|Harvey Kuenn, slated to be shift- 


i 


1958 Detroit Tiger 
| contract. A Tiger spokesman said leg. 


a $40,000 bonus | 
outfield prospect with the Phila- 
delphia Phillies, severely sprained 
his ankle in a rundown between | 


-'is another junior, 
| Cincinnati’s Ed Bailey, one of | son. 


| the best catchers in the National|Like Lloyd, both are transfers 
signed for °58, as did|from other positions. 
_Redleg pitcher Johnny Klippstein. 

Larry MacPhail, who has oper-! in the Navy, 
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PRYSON (R) FLASHES ACROSS LINE 
Wins for Owner Fred Hooper Jr., a Tech Soph 


Butts Calls Bulldog o - Drill 


Ragged; Centers Shine 


Special te The Constitution 
ATHENS, Feb. 19—Disappointed 
with the “‘ragged”’ play his Bull- 
dogs showed Wednesday after- 
noon, coach Wally Butts neverthe- 


‘less continues to sing the praises 


of his center corps. 

Out of action since last Friday 
because of arctic weather con- 
ditions the Bulldogs engaged in a 
game-type scrimmage in Sanford 
Stadium for the first contact work 
in five days. 

“I guess you've got to expect 
some rust when you don’t get 
to work, “Butts said after the 
workout.”” Our defense looked 
well ahead of the offense to- 


day.” 

In mitigation of the offense, it 
must be added that the first, 
second, and third string right 


halfbacks are on the injured list. 
Junior Don Soberdash and senior 


Gene Littleton have been side- 
lined for several days, and in 
Wednesday's workout, Nick Bracco 
joined the “‘crips’’ with a hurt 


Butts considers Dave Lloyd, 
junior from Gladewater, Texas, 
“the finest specimen I’ve ever 
had, and he can be as good as 


| he wants to be.’ 


Giving Lloyd able backing up 
Dude Thomp- 
and sophomore Phil Ashe. 
Thompson | 
‘played end at Gainesville High, 


'pivot post. Ashe, of course, won | 
All-State honors as a tackle for | 
As a fresh- | 


for Quinton Lump- 


P) Professional basketball 


player Bill Spivey has filed suit 
in common pleas court here | 
seeking $6,720 from Harlem 
Globetrotter star ‘‘Goose’’ Ta- 
tum. 

Spivey, former Kentucky star, 
contends in his suit that Tatum, | 
doing business as Harlem Stars | 
basketball team, signed him to 
a $210-per-day player contract 
for the period from Oct. 28, 
1957, to Feb. 28, 1958. 

His complaint charges that, 
under this contract, he is due | 
$6,720 and has not been paid. 
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By appointment to 
Her Majesty the Queen 
. Scotch Whisky Distillers 
' John Walker & Sons Limited 


num SCOTCH WHISKY, 86.8 PROOF. © IMPORTED BY CANADA ORY GINGER ALE, ING., ee YORK, #.¥. 


3 Symbols of 


These friendly symbols are 
forever linked with the uniform high 

quality and mellow flavour that | 
make Johnnie Walker such a delight. 
Remember them next time you buy Scotch. 


> 


Downtown Store Only 


Duo-wear* 


“Two, pair gives double wear” 


Last Few Days 


100 
New Fall and Winter 
Two-Trouser Suits 


59°” 


were 74.50 
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Parks CHAMBERS 


ESTABLISHES 18696 


43 Peachtree at Five Points . 


and as a Bullpup. | 
Dodgers and / Last fall was his first try at the | 
has proposed four six- 
. Yan- 
fougg still have 10 unsigned play- | Stone Mountain High. 
| ers including stars Mickey Man- man last fall, he was the number | 
‘tle, Whitey Ford and Bob Turley.! one center 


kin’s undefeated Bullpups. 


emy in Virginia. 


Both Thompson and Ashe have 


shown progress comparable 
Lioyd’s this spring. 


SCRIMMAGE SCRAPS: Sopho- 
more left halfback Fred Brown of 
to shine on 
. Ditto junior right 
ex-Col- 
lege Park ace, best remembered 
by Georgia fans for his tremen- 
dous game against the Georgia 
Tech frosh two seasons ago... . 
is con- 


Atlanta continues 
defense. 


tackle Larry Lancaster, 


Trainer Sam _ Richwine 


cerned about the failure of Gene 
knee 


Littleton’s 
treatment. 


to respond 


Lloyd, 
before his stint as a center last 
fall, was a fullback in prep school 
and at Staunton Military Acad- 


SI 


ay 


Better 
than ever! 


JOHN RUSKIN 


till 6 é 


only 
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Fight Group Plans 


NORTHSIDE STATE TITLE THREAT 


THEY QUIT TWISTING TIGER’S TAIL, 


ABAC Cagers Dump 
Southern Tech in JC 


° S By CHARLIE ROBERTS and Mit FitzSimons, 64 soph 
Cav el il ction Boys’ basketball prosperity, Coe, 0 SO Berney oO Brewton Parker, Young Harris, 
unlike Herbert Hoover’s imag- bounding pace. Roberts, who . . 
ined kind, wasn’t even just played center one your snd for- South Georgia Gain Semi-Finals 
" . : bn minaie around the corner at Northside ward three, clever 
Cockell Wins Libel Suit; High until Edd O’Quinn took ball handler. , By PAUL ATKINSON Harris and Brewton-Parker 


Globetrotter Talk Irks Wilt 


From Press 


Dispatches 


The world championship boxing committee, headed 
by Julius Helfand of New York, is ready to take definite 
and certain action on the heavyweight situation soon. 


That's the word from Helfand' 


in New York Wednesday as he: ~ ° 


said both the calender and qual- 


Reigning king Floyd Patter- | 
son hasn’t defended his crown 
since Aug. 22 (against Pete 
Rademacher) and his _ six 


‘Sports i in Brief 


months’ ported of grace has ex- 


Bill to ban horse-race bet- 
ting in California has been pro- 


| Arcandy for $28,000 and immedi- 


ately dispatched the horse to Hia- 
leah Park. ... A huge boulder 
rolled into path of Silky Sullivan’s 


trainer Reggie Cornell near Ar- 
cadia, Calif., and demolished the 


horse teacher’s car. Cornell was 


| over the coaching reins. 


After O’Quinn took the helm, 
continued success came tearing 
around the bend to welcome 
him. 

The almost complete lack of 
success by Tigers who wore 
short pants in the winter was 
as conspicuous as a wart on 


NORTHSIDE’S FOWLER 


were collecting championship 
trophies in bunches during those 
first five years (1951-55) of the 
school’s existence. 

But the 1956 basketball com- 
ing-out party of O’Quinn, who 
had established himself solidly 
at Northside with three years of 


along the earlier Region 3-AAA 
tournament trail. 

Northside, winners of 61 
games while losing 27 in three 
years under O’Quinn, will prob- 
ably meet St. Thomas Aquinas 
or Glynn Academy in the open- 
ing round of the state tourna- 


: e ; On ROY ROBERTS 
ity of opposition would be consid- posed. . . . Hasty House Farms Miss America’s neck, because Guards Tigers’ Lair Four-Year Regular The other forward for the | 69-59; No. 2 Brewton-Parker wal- | upset hopes. | 
ered in the proposed action. ‘bought top English sprinter| Northside teams in other sports loped West Georgia, 101-50; No.| Simpson hit five straight points 


ville, fortunately is not super- 
stitious. He wouldn’t be sur- 
prised if his able Tigers won 
their first state title in his 
13th coaching season. He's 
certain the trophy would great- 
ly decorate the case that holds 
awards for one state and four 


But O’Quinn is quick to point 
out that this is no ‘one-man 
team."’ Soph guard Jerry Brooks 
fired at a 16.9 average with 
236 points in 14 league games 
despite his mere 5-10 and 130 
physical credentials. He's al- 
ready a great shot and with 
growth should become one of 
the top performers. 


Tigers, who hit 54 per cent of 
their field shots in four city 
tourney games, is 6-2 Harold 
Wells, who has done an unusu- 
ally fine defensive job. 

Mike Petrie, 6-5 senior, has 
developed by leaps and bounds 
in late season and blocks many 
opponent shots. He, too, excels 


Constitution Sports Writer 
MACON, Feb. 19—The fellows 
who seeded teams in the 20th an- 
nual State Junior College Tourna- 
ment knew whereof they spoke. 
All four top-rated teams won 
quarter final battles Wednesday 
night at Mercer’s Porter gym- 
nasium. Top-ranked Abraham 
Baldwin socked Southern Tech, 


3 Young Harris outlasted Middle 
Georgia, 74-66, in overtime and 
South Georgia, No. 4, outdefensed 
Georgia Southwestern, 72-57. 
Semifinals come off Thursday. 
In the 7:30 p.m. opener, Young 


Brewton FP. (101) West Georgia (50) 
ose 3) A (8) 


meet: in the nightcap, South 
Georgia and ABAC. 

Harry Lockhart’s STI appeared 
on the brink of an upset. The 


Chamblee team led 38-24 late in 
the first half, but a second half 
drive sparked by center Phil 
Simpson and 5-8 guard Lawain 
Studdard did in the Tech men’s 


late in the second half to over- 
come a one-point deficit, and 
Studdard added four in the spree 
that broke STI’s back. Simpson 
contributed 19 points to ABAC’s 
cause and forward Buck Ethe- 
ridge 22. Pete Martin had 18 and 
Max Samples 12 for STI. 


F erson 
pired. But Helfand said he Unhurt . . . Carrier won $27,900 producing outstanding football ment at Alexander Memorial straight city football crowns, on defense and against O’Keefe | Eu ee “ 
: ig ‘eli ave lines, was a complete success. Coliseum next Wednesday. three straight city baseball pit four field Ils in four tri Ws IN <i lins denne Clayton (1) 
wouldn’t expect the champ to |52" Felipe Handicap at Santa Th ’ ’ ~ i on ae a oe oe Score at half: Brewton’ $1- 
| Anit Eddie A faileq| And Dame Fortune has smiled e Tigers’ won-lost charts titles, a state and several city FitzSimons had 11 rebounds Subs: £ 2 toggle dae F = 
meet the exact letter of the law. | °™'@ - - - Cc AECARO Lali ' tartli — at ee ee 
liee, teal a th three times to hit 4.000 winners! ° all his productions since. for 3 years are § ngly identi- track diadems and two state against O’Keefe in one half and Fe at wy +, an. Pa x 
seth: aatinestintemiaiiad hich ~ circle at Anita. His Northsiders, never before cal. They were 22-9 in 1956, and three city girls’ basketball is tabbed for future greatness. Georgia—ingram 0, 0, “Wenn 1, Denman 7, 
ay had th : icin ot - oa basketball contenders, won their 70-9 in 1957 and 19-9 this sea- championships. Guard Wyche Fowler, 5-11 
— : . th . a ‘e4 nai iy MISCELLANY — Wilt Chamber-| way into the GHSA’s Constitu- son. Each year they’ve climbed The carrot-topped Roberts, senior. is in his second varsity ba BR it J ty gp Middle Goose 
. aor ” fer sa co as 3 lain, queried about rumors of| tion-sponsored state tournament a little higher in city tourney picked by O’Quinn along with year peer an extellest clutch Mathison (23). WF mean aera C12) 
Rice = on vedo a a of joining Harlem Globetrotters,| for the third successive time in play, finishing fourth in 1956, Bud Callier, Tiny Williamson, performer. An able playmaker, | W- 4- n (18)... oseve io .» Hardy ) 
the an Pose nba "Pet. heatedly denied the talk at the] recent nights. | And Tuesday third in 1957 and second this Rick Madison and Steve Snipes Fowler held O’Keefe’s tough I mt 4 (2)... ‘tidtic Soe 
terson flats: Enwland’s a sie Kansas campus: “Absolutely not.| they led Brown’s unbeaten Reb- r+ sii tee “oe on his “all-O’Quinn era” team, Ralph Hunter scoreless for three Score at” rexulation end: 66-66. 
skine or Sweden’s Ingemar Jo- I'm getting pretty irked about els much of the route before _— orthside Drivers nave means as much to his 1958 team periods in the city semi-finals. | gcd peer Middle Georgia— 
homeo thin eumener these rumors, and you can pass falling in the city tournament reached the state quarterfinals as All-America Stan Gann did And in the first meeting with | Podskoc, Darty. A complete variety of 
Erckine - Par edema the word along that I said so,| finals, 52-44. twice. In last years big meet to the state title football team, Brown, his 15 points almost net- Goorsia F SW (57) , South Geor a pha d finishes i ost oer a 
i aaueetie oi nk ~ | too.”* St. Peters (Jersey City, The Tigers, led by a remark- under Georgia Tech’s Big Dome he vows. ted the upset of the year. sates oF. ** ween ae and hnishes in m 
ere seg incorats git N.J.) became fourth team invited} able 6-3 redhead named Roy they downed Baker in overtime, Roberts scored 395 points in Seniors Bucky Ferebee an\d | Macduirter (7) 3 “Deboach (6) gauges. 
MORE BOXING—Welterweights | to NIT cage tourney St. Peters is} Roberts who is playing his 5951, and bowed to Benedic- 9 regular-season games for a Chester Graham are others who | "Zim at hal: South re a Also a complete line of 
Art Aragon and Chico Vejar reset 17-2. . . . Juan Fangio will com- fourth year as a regular, tine’s 2-AAA champs, 41-39. 20.8 per-game average. In re- see most action. y Bane + nae '> a, a Gide & ek S Ricww-Tex metals. 
their Hollywood 10-rounder for pete in Cuban Grand Prix which| dumped Fulton, 62-30; Roose- O’Quinn, a Jesup native who _ gion games he had 273 in 14 out- The Tiger’s basketball tail | Lee 2; South Georgia—Shippey and Allen. IMMEDIATE DELIVERY FROM STOCK 
r 5 Ty. ei starts Monday near Havana. velt, 38-29, and O'Keefe, 60-56, coached seven years at Thomas- ings, a 19.5 average. And he doesn’t twist easily any more. | apac cp) STI (59) 
March 15. ... Ex-featherweight \ Al aa » i. (39) 
champ Johnny Dundee, 64, is in | ~ “ ep ey at Se ee. Brittingham @) F : altel 9) WAREHOUSE DIVISION 
rit; emnaitt r ‘hi: re. im eee | 4) 
pocumenia .. . Ex British Beary ten, gM, | ATLANTIC STEEL COMPARY 
weight Don Cacken won sci Osborne P Blackburn Hits SO | eR amen |b mere re, ay $344 
: mol , 9 (1). STI—Anderson, Harbin, Vinson | 
libel suit against London Daily | 


Mail because paper branded him 
a “horizontal lie-about who was 
overweight and flabby’’ before 
last fight. 


FOOTBALL—St. Lawrence skip- 
per Herc Merrifield has resigned. 
' Wisconsin dropped tackle 
Rocco Cinelli and guard Pete Zou- 
vas because of poor grades. 
Iowa State hired Bob Ward and 


Dallas Win 


Special to The Constitution 


SHANNON, Feb. 19—Dallas and 


of Region 3-B North Wednes- 
cay and will clash for the crown 
Thursday at 8:45 p.m. 


Dallas, sparked by Ray Moody’s | 


Osborne boys moved into finals | 


| 
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As Smyrna Rolls 


Fairburn Edges Avondale 
In Region 4-AA Thriller 


. 


Ernie Zwahlen to grid staff. * ayy iar agg Bog pg Se ee By BILL FOSTER 
Pies Me Ys Smyrna Campbell’s Don Blackburn set a sizzling 
RACING —Bowie (Md.) track Osborne toppled Bowdon 46-38 : ate *: ‘ ; v - 
eS A ss ay ie sine” eh 38-point pace in a 69-43 victory over Hapeville Wednes- | 
still is snowed under. Operations @!*€F ‘ralling by two points a > io ' , | 
ees wie i Satnrday intermission. day night at Roosevelt gym as the 4-AA cage tourna- 
ee See eee, ee BOYS ment moved into the quarter-finals. 
Pe ay : vane eee, oa Aside from Blackburn’s scoring; _ : 
TR. Craton (13) F weg OOK (2) show, Campbell of Fairburn) 2€Ver arentenes as forward Jack 
ED ‘ Moody (14) G Carnes (8) caused the biggest stir with a| Bell grabbed 21 rebounds during 
Score at half: Villa Rica 27. Dallas 25 last-half rally that overtook Avon- ‘he three quarters in which he 
Subs: Villa Rica—Williams 10. 


dale in a 46-45 thriller. 


played. 


BOYS E %, , | 

. I 4 Other first-round battles saw | Jimmy Mobley pumped in 23) 

TRANS ISSION Southern (1) F Harrington ay) Gainesville win its 15th game, points for Avondale, but Fairburn 
Walters a ¢ Mi 3 ( shelling Douglas County, 58-24, Toes amie aren deficit of 

SERVI E (hy ob bedi mh EE 71. ee 19. ¥ 3 A atte at till eg poin s an r e on to vic- 

| Subs: Osborne—Ragsdale 2. Dobbs 6, THURSDAY’S PAIRINGS |tory. Leon Hurst led Fairburn 

887 Merietta St., NW. | Shope 2. Bowdon—Wood 2 oan Pen TOURS 4 p.m.—Smyrna_ Cam vs. Gaines-| with 14 points, while Darrell 
SS neni FAIRBURN’S JIMMY ROUTON GETS BIG REWARD ville? "5" pim.-Fairburn = Campbell. vs | 


Out of the newest medical research comes new 
Citroid® Compound, bringing you the 


Geraldine McClure (L), 


Jackie Kenerly Liked Winning Shot 


First Real Advance Druid Hills Girls Top 
Avondale in 4-AA Play 


in the 


Treatment of Colds 


= “ > 
Fairburn (46) Avondale (45) 
Since Aspirin By MILLARD POSEY The score was 2-2 at the end of | Hurst (14) F g Garner (3) Tops Athens 
South Cobb, College Park, | the first quarter, and not a field | Burke (® «4. & meer = | | | 
Pe Ge eer eae “oe Druid Hills and Newton County | goal was scored until deep into | P,Srawford (7). thomas (3) Oglethorpe University’s Petrels| ; 
t last. A single medication to relieve | won victories in the Region 4-AA|the second. Avondale attempted| bum 19. Fg poe o. shi an = — me 
A } Ad ‘ , s C 
distress of all types of colds — | girls’ basketball tournament at the | OMly four shots in the first half, doa iy ceacihem Commth, enh a» Heo von verde Wal 
even coughing colds and virus colds! ee ee Gy Weansenny. - ry vd ee 4) Stith (20) F Mobley () | nesday night at the O’Keefe gym. 
8) C (7) 
South Cobb defeated Chamblee, | ¢ “urd quarter. Duvall O° G Hertwig ai) | It pushed the Petrels season mark 
P ‘ : 7 : _— . ) ( 
It is Citroid Compound, made with Tusilan*—the new, |~— Top scorer of the va a] gy ed RE, Ae, BY 
safe ingredient that works directly through the bloodstream | ap THURSDAY . a en ene] _| Newton eyo bce agg e ae ay Mapevitie «43)| _>eatistics show both clubs took 
to help stop the strength-sapping cough of colds—and | 5:36—Draid Hills vs College Park: | Who poured in 27 points. S| Turner (5) .......F ws. Barron (8) | 67 field shots, but the Petrels 
p SO} K Sap] e COUP L COILGS-—— ant 7:00—Westminster vs. Fairburn; 8:30 Park’s Claudia Hutchison had 26,/ Greeson (4) Peacock (4) f th f 
Phenylephrine Hydrochloride to open nasal passages ¢losed | Smyrna vs. Douglas Co. aed ‘on “ee Lockridge (16) .. C Whittied (5) | ‘counted on 28 of them for a 41.7 
yep 7 pe aSal Passages Cioseda | Newnan’s Judy Nixon 24, Newton! Blackburn (38) |G Thompson (14 Ahi | 
rr eae Beasley (2) Higham <7) | average, while Athens hit on only 
by head colds. These new advances in cold treatment, | 97.91 College Park beat New County’s Shirley Ruth Hays Ss Score at the Half: Smyrna 4), Hape- 17 for 25.3. 
combined with other prescription-lty pe ingredients make inan, 55-48; Druid Hills’ de- ame One sang vennen ov, |" Subs: Smyrna—Pitts 4, Gray 4; Hape-| athens College (44) Oxlethorpe (71) 
‘5 ; a Pa > ere ae ey | Se ict ay . ra rry S Fats un VONn- | ville—-None. W t (6 Fe Sh (16) 
( witout emanate one single medication € spec lally tor- | See P a . Pg sone Pr goed “atl Sout h| Gainesville (58) a Deousies Ce. (24) | McCracken ae 4 ive Hauck 5 3 
mulated to relieve all important colds’ symptoms. NWO AAERY SOROS Cpr ayuet~ | Bell F | cae - ae 20 
Pe ry, 59-19. | sd hi E ny iar . ee ‘top| Mi: artin 5 c Phillips (2) Shackles (3) bing G as rete Sewell ® 
~ = ; (12) ; 200Isby (5) Sco 4 e a glethorpe 
| ‘The Druid Hills-Avondale bat- | Chamblee s Emily Petit were top a 6) G White (4) | Athens 23. 
er scorers for their teams with 12 ub: Gainesville- Wilson 5, Thompson| Subs: Athens—Mann 5, Higdon 4, Da- 
tle was the highlight of the pro- - How athridge 4, Davis 2; | vis 4, Thomas 1; Oglethorpe—Mobley 4, 
points apiece. | Douglas ll _Selomon 2. ‘Dobbs 4, Clower 2. 


the Citrus Bioflavonoid compound 


Newton County, 


College Park, 


South Cobb Also Win Openers 


gram. Druid Hills won its last | 


game with Avondale handily, 
48-22, so this time Avondale 
started the game with a freeze 
that lasted five full minutes. 


pews mite (32) Avondale (25) 
(6 


Headland: 7 p.m.—College Park vs. West- 


minster; 8:30 p.m.—East Hall vs. Cham- 
blee. 


and Headland shot down Newton 
County, 58-43. 

Blackburn's big point 
came largely from Smyrna’s fast- 
breaking attack. The fleet Smyr- 
na guard collected 14 field goals 
and 10 free throws. 

Gainesville hit on 50 per cent 
of its shots from the field in the 
second half to swamp Douglas 
County. The Elephants held a 
25-9 halftime margin and were 


spree 


Crawford collected 12. 

For Headland Allen Stith led 
the pointmaking with 20. Jim- 
my Bryan had 16 for Headland. 
Ed Hertwig was the lone New- 


double figures, scoring 11. 


Bradley Elliott led the Gaines-| 
ville attack with 12 points, while’ 


Bell had 10. 


Oglethorpe 


SW DeKalb aie Hikssell Surge 


| 


ton Countian to count in the © 


| 


whiskies, yet has the delightful 


| Leac 3 Bergin (12) 
| St 5), . y me 2) f AAA 
Stric n (11) otts (2) 
iam. g | Into Semttinal Round ot 4- 
opinson z ariing 
seein Se ; Oe ae a, Ellis G looten 
NOW... relieve distress of coughing colds without narcotic syrups: __| @ke0%® #* half!” Druid’ Huls’'9, “Avon- : 
ee oe St Rn pe ye : e SV a out ma: bie eve ) rUupS; aay ~ s penn iggp eo eeaegy en ae Special te The Cae 4 a| Southewest DeKalb. never be- : point stint by Bobby DeF oor. 
ad colds ose Grops or sprays; sneezing colds without | ¥ ROSSVILLE, Feb. 19 — Seede 
putiblatetsines: eel chest enids without selves or cintments: Newton County (59) Sprayberry ay | South NeKalb aR fore in a state AAA meet, surged | Chuck Reiley and Jim Wrighter 
Fight effects of even virus colds with Citroid, the complete aa om > . Roberts - aa) ree are gs spe from a 28-20 half-time lead over netted nine and eight for the de- 
: - ; . , =ng . ohnson oO 0 ‘ 
medication for any kind of colds’ distres | Heard (27) F 3 3 | Hig pier 9 —_ — a Cedartown to a 68-35 run-away | fending champs. 
| aw ee ee 7 imoc . . 
| iggers G Burrell AA Pr cmseoncs eat here Wednesday victory. sa | Cedartown, which upset Ath- 
rr cee a | Curt irby Marietta’s girls thrashe eca-|ens the night before ressed 
THESE ARE THE FACTS... The effectiveness of Citroid’s new | per"§ at half: Newton County 31, Spray-| night, winning berths in the|tur 45-15. as Dinah Tumlin looped | Southwest aiteiers sad al one 
; «€ sve) T- > hf anv act} 7 bs N t Cc t H (6), _ Y , ’ " ° | 
ingredients has bee n established be yond any qué stion of doubt. los a te lee + Aaa ore .{®. | GHSA’ s Constitution-spon ‘in 28 points and sister Linda! ceeded team for a half as John 
Moreover, in a series of clinical studies among medical students, Spravberry—Kirk, Carter (3), Milford,| sored state meet enroute. | ays , 
hospital patients, aircraft workers and children in orphanages, | G@™™S™ Black |. iaiaden alae ied a ~~~ | Nix bagged 14 of Cedartown's 
oP wis the . Ras ASS, | south Cobb an Chamblee (27)| Russell's 56-44 triumph over De- 4-AAA THURSDAY cmnDeLE first 17 points. 
Citroid Compound has been proved entirely safe from dan- | tev?) Flova ()|catur’s state defendi h AT ROSSVILLE—5 p.m. Heart : 
gerous or distressing side effects, when used as directed. Cowart (12) ...... F Petit (12) | (VUES state Cetending CHAaMps | giris vs. Cedartown: 6:15, “Gritin boys But Tommy Norwood and 
Geltz (8) ........ “ Copeland (2)| Meant that the big meet at Alex- | vs. Dalton; 7:30, Rome iris vs. vs. Griffin; | Neal Turner, who potted 20 and 
Although medical science has yet to find a cold cure, Citroid | Miltiades G nderson | ander Colis in Atlanta will be | °°4 Beesvile Seve vs. Martest : 
b h H. Murphy G ‘osbureh | @NGer Coliseum In AUlanta wi eae | 1G points, began hitting with 
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Constitution 


cause he has some vague notion 
that they might help him catch a 
fish, that most of us have our 
tackle boxes crowded with 
bright, new contraptions we sel- 
dom or never use. Oddly enough, 
the only time we ever have any 
need for one of these contriv- 
ances, is when we leave it at 
home. 

Not long ago, I was in the 
boat with Dr. T. E. McGeachy, 
one of my angling partners, and 
he happened to glance into my 
open tackle container. 

“All: you need,”’ 


he commented. 


ALL OUTDOORS 


NEXT ON GADGET’S LIST: 
BOX TO CARRY THEM ALL 


By CHARLES ELLIOTT 
Vu'tdoor Columnist 
On the market now-a-days are so many gadg- 


ets and devices that any fisherman could very 
well do without, but which he buys aed be- 


plugs at home. Knife, pliers, screwdriver, flash- 
light, extra spools of line are things you might 
need at any time. And my lure retriever—! 
wouldn’t be caught in a fishing hole without one 
of those, especially if I'm fishing lures on a rocky, 
snaggy or rooty bottom. 


A number of companies make lure retrievers. 
They range in design from the original simple 
“slug knocker,”’ a ball of lead with an eye that 
you can slip over your line and slide it down to 
where the hook is hung and knock it off a root or 
limb, to the more complicated retrievers attached 
to a stout cord and built to engage the hooks and 
pull the plug free. Some are equipped with chains 
and some with heavy bent wires or metal noses to 
catch the hooks and work your plug loose. 


No matter what kind you have, any good lure 
retriever will usually pay for itself on a fishing 
trip. The price seldom runs more than two or 
three times each $1.25 plug you fish off the bot- 


Chartes Elliott 


“is a little 


anesthetic and any doctor could perform an opera- ‘om. 


tion out of that box.”’ 


With the iodine, bandage, adhesive tape, scal- 
pel, gut (for suture), scissors, knives and forceps, 
I guess he was right. Geachy himself had given 
me the forceps to reach into the throat of a bass 
and work out a deeply embedded hook, on those - 
days when the old boys are on a rampage and 
trying to swallow everything that moves. 

After a year or two of collecting fisherman's 
items, there comes a time when any gullible fish- 
erman such as I, must do one of three things. He 
must either leave some of them at home, forget 
his tackle and carry only the gadgets, or add a 
If he does the first, his 
problem then involves which of the devices to dis- 


gadget box to his outfit. 


card. 


Some of those assorted items are a must. and 
they go with me even if I have to leave a few 


But Went 


By GEORGE CUNNINGHAM 

B. F. (Shorty) Register, the 
little man who became a giant 
of Georgia basketball, confessed 
Wednesday night. It was all a 
mistake. 

Speaking to the Atlanta Tipoff 
Club, Shorty peeked over the 
podium and chuckled, ‘‘1 started 
off in this game all by mistake. 
1 got my masters from Ogle- 
thorpe in 1919 and went back to 
my home town of Metter to teach 
mathematics. 

“Well, I stayed there three 
years, but I didn’t teach much 
mathematics. Or rather, I! 
guess you'd say, I taught more 
basketball. The boys wanted | to 
play sc we organized a team.’ 

Then came three years at 
Waynesboro. And it was after 
this that the little man found a 
resting place. But there’s been 
littie rest in Columbus for Reg- 
ister, who made Jordan High a 
hardwood Hercules for 22 years 
and now is making the Mus- 
cogee capital a muscular me- 
tropolis. 

Columbus Mayor B. F. Reg- 
ister is a man dedicated to 
work. 

Ana as introducer Dwight 
Keith phrased it, ‘Seest thou a 
man diligent in his work. He 
will stand before kings. He will 
not stand before mere men.’ 

Register remembers when: 

(1) Flashlights were needed to 
locate game balls that escaped 
through low windows when err- 
ing passes were thrown. 

(2) He lost one player who ran 
through the open end of a barn 
only to find himself locked out 
because someone had pulled the 
retractable side back in place. 

“One moment I looked up and 
saw my five boys racing down 
the court on a fast break. I 
turned my head and looked 
again. And there were only 
four,” he chuckled. 


Last year I dredged up an outboard motor with 
my retriever. A fisherman walked out on the dock 
at Sinclair Yacht Club and laid his small outboard 
on the edge of the pier. He turned to get his gas 
can, hit the motor with his foot and it tipped over, 
rolling off the dock into 12 feet of water. I probed 
around with my lure saver until I struck metal, 
then worked the gadget up and down until the 
shovel hung on a corner of the motor. With the 
100-pound test line on my retriever, I was able to 
lift the motor to the top of the water, where the 
fisherman could get his hands on it. That one cost 
me money. He was so intrigued with my lure 
saver that I gave it to him. 


Qualifying Begins — 


Today at Daytona 


Tim Flock, Jack Smith Head 
Atlanta Area Race Entries 


By RALPH GREGORY 


Constitution 


Sports Writer 


DAYTONA BEACH, Fia., Feb. 19—The amateurs 
stepped aside Wednesday to make way for the pros as 
the Speed Week’s crowd braced for the feature events 
on the famed Beach-Road course here. 


A good-sized Georgia delegation 
will be on hand Thursday when 
the nation’s top stock car driv- 
ers begin qualifying runs in three 
divisions for starting spots in 
Friday, Saturday and Sunday 
races. 


Acceleration and Century Club 


runs closed Wednesday on the 


Flying Mile beach stretch and 


some 150 drivers will use the same 
area for qualifying runs Thursday. 


They'll be driving for spots in 
Friday's 125-mile modified race, 
Saturday’s 160-mile convertible 
race and Sunday’s 160-mile Grand 
National event. 


Among the drivers making 
Thursday runs will be at least 
nine from the Atlanta area, in- 
cluding two of NASCAR’s top 
names. Tim Flock and Jack 
Smith, both regulars in the 
NASCAR top 10 in recent years, 
are perhaps the biggest hopes for 


CONFESSIONS OF REGISTER 


Started by Mistake, 


an 


Staff Photo—Bill Warren 
MAYOR B. F. REGISTER BEAMS AT HONOREES 


Caryl Lenahan (L), Carey Couch Prep Players of Week 


to the Top 


Register remembers a Unl- 
versity of Chicago tutor who be- 
came basketball coach at the 
University of Georgia and 
promptly revolutionized the 
game within the state. 

His name was Herman Stege- 
man, and he brought the zone 
defense with him. 


“‘At the outset, there were no 
patterns, no system of play,”’ 
Register . reminisced. ‘Then 
Stegeman started it with the 
zone. 

“Next came the outside pick- 
off play, followed by the inside 
pickoff. The patterns followed. 
Some discovered the best de- 
fense against a zone defense 
was a zone offense. 


“Tl had a standard rule when 
we were faced with a zone. The 
team would have to pass at 
least fivé times before it could 
shoot.’’ 


About the present-day game. 

“It’s vastly improved,’ Reg- 
ister said. “Better playing fa- 
cilities and better 
are the reasons. 


‘Why, I doubt I could get a 
job nowadays,” the 57-year-old 


Not all my gadgets are as useful as the re- 
treiver, but I haul them along anyway. Some day 
I may have that doctor along, when he wants | 
to perform an operation. 


| O’Keefe’s Billy Salter, 


a 


instruction | 


man who’s been divorced from | 


the game 11 years laughed. 


“Anyway, I’m too old to coach | 
now.” 
Twenty-eight years at the 


coaching helm produced many 
victories, many stars and few 
defeats for the bald man whose 
head resembles in appearance 
but not in meaning an albino 


buckeye. 
But for the life of him, he 
couldn't recall his greatest 


team, his greatest player or his 
outstanding athletic moment. 

Prep cagers honored at the 
meeting were Northside scoring 
sensation Caryl Lenahan and 
South Cobb incendiary Carey 
Couch, Metropolitan Area Play- 
ers of the Week. 


ee 


MITT 


an Atlanta victory. 

Flock won last year’s con- 
vertible race here and in the 
beach history has taken four 


The Preparade 


Wade Mitchell, Jimmy Lee Head 


One Man’s All-State T ourney Team 


By CHARLIE ROBERTS 


With the 37th annual state Class AAA (originally the GIAA) 
basketball tournament upcoming at Alexander Memorial Coliseum 
next week, we thought it might be interesting to name our all- 
time state tournament team. Bi 2 sy: 

It would be far easier to pick an all-tourney = ae 
team from the five seasons beginning in 1953, =~ 
when The Constitution first began co-sponsorship 2a 
of the big meet with the Georgia High School ge 
Assn. i 

If we picked only from that era we’d choose < 
Baker’s Jimmy Lee and Tommy Darrah, North © 
Fulton’s Wade Mitchell, Russell’s Jimmy Stan- # 
ley, Richmond Academy’s Wayne Richards, ; 

Decatur’s Don Keiser, = 
Murphy's Norman King, Smith’s Bobby Kimmel 722. 
and LaGrange’s Bobby Gene Harris. to wae 

But, if the choosing is to be over the long Charlie Roherts 
haul as far back, say, as the year the center jump was eliminated, 
we'd go for Wade Mitchell and Jimmy Lee—perhaps the two 
greatest of recent years—Tech High’s Turkey Kirk, Boys High’s 
Tommy Touchstone, Lanier’s Jim Nolan, Brown’s Richard Allen, 
Savannah’s John Rousakis, Jordan’s Bennie Register, Keiser and 
Richards. 


The two greatest players I ever saw who came out of Georgia 
were Jim Homer from Columbus, who later starred at Alabama, 
and Bill Spivey, Kentucky All-America from Warner Robins via 
Jordan. But I never saw them in their high school heydays. 

The most able I’ve seen spring in recent seasons from small 
schools are Norman Carter Jr. of Talbot County, now a Mercer 
ace: Wallace Brown of Pine Log, crack guard for Luke Rushton 
at Young Harris, and Ed Beck, current Kentucky center out of 
Fort Valley. 

Biggest crowd-pleaser we've seen in a state tourney was red- 
haired Farrell Farr of 1954-55 G’Keefe fame, with Russell’s Jimmy 
Stanley (1955) and Boys’ High’s Clint Castleberry (1940-41) as 
runners-up. 

Of course such picks are purely recreational in nature and 
given to memory lapses. Selby Buck, Shorty Register, Shorty 
Doyal, Dwight Keith, Alex Truitt, Dave Johnston or some of the 
other old-timers probably cotild’ pick a better squad and would 
remember more players. 

It leaves out even such modern greats as Johnny Carson and 
Richard Bush of Roosevelt, Baker’s Gordon Darrah and Carlton 
Garner, Murphy’s Myron Moore and Milton McRee, Benedictine’s 
Pat Casey, Moultrie’s Jimmy Herring, Russell’s Harry Blondheim 
and Billy Moran, Grady’s Richard Austin, Murphy’s Paul Coch- 
ran and Milford Bennett, Savannah’s Elmer Lott and Walt Rab- 
han, Richmond’s Ray Allen, Rossville’s Bubba Evatt, Brown’s 
Sammy Sartain, LaGrange’s Wayne Copeland, North Fulton’s Joe 
DeLany, Joe Marco, Joe Milner, Hal Blackmarr and Billy Mitchell 
—who had the fastest hands I’ve seen yet on a court. 

It doesn’t go back and get Savannah’s Herb Bergman, later a 
Georgia Tech star; Jim Umbricht of Boys’ High and Decatur and 
now on the Atlanta Cracker pitching roster; West Fulton’s Leroy 
Thompson. or any of the Tech High old-time greats like Joyner 
(Jo Jo) White, Heavy Hammond, Joe Stearns, Joe Chandler, 
Buster Mott, Tubby Allen and Jack English. 

But such names will stir a million memories of cage fans from 
several generations. 

THE FUNNYBONE—Voice on phone from Manchester, answer- 
ing question about what team is top-seeded ir a region tourna- 
ment: “Heard County is, but Fort Valley is favored.’”’ (He must 
have been right. Ft. Valley won it.) 

PREP PRATTLE — Our personal player of the year: Pine 
Grove’s 6-3 Jackie Bradford. He averaged 34 points a game in 24 
games as Brownie Folsom’s 1-C Eagles posted a 19-6 record. 
Bradford hit 47 against Atkinson County, 91 in 3 trips to court to 
face tough Valdosta. ... Bob Baxter, supt. of Calhoun County 
schools, says 6-2 Oscar Tye of Cuthbert is the most brilliant 
player down thataway. When Sumner lost but held him to 12 points, 
it was Tye’s first under-20 performance. ... East Hall’s first- 
year-outers pulled the season’s biggest shocker by ousting Druid 
Hills’ state defending AA champs from the 4-AA meet. . . . GMA’s 
Bill Cass set a new national prep 200-yard freestyle swim mark 
of 1:56.2 at Chapel Hill, N.C... . Reckmart’s Joe Anderson av- 
eraged 23 points a game in regular season. .. . Smyrna Campbell 
has a 20-game home-court winning streak going. . WSB’s Paul 
McClay, who'll do radio play-by-play on state “AAA, watching 
O’Keefe cheerleaders rushing tippy-toe off court: “Southern cheer- 
leaders don’t make any noise. When cheerleaders rush off a court 
up north it sounds like the thundering herd.” 


BASKETBALL SCORES 


COLLEGE ed 
Coll. o a. 
Oxictrorrs 71 Athens went, Mich: a7 
Rosie ‘i Wake Fares . 
Dune 1) wilhams 81 
Army 100 40 
yane _ , East "enn 62 
Loye’a (Bat) 52 John ooking 2 
Union KY.) ns Pikevie (Ky:) 1 
a Ww esbure 64 
GoatagU ayn $A 
State 87 Chattanoota 
_— avilNt esle yan aah «Louisville ¢ 
© rend ‘Pennsylvania 61 
Penn State 56 


Phila eran "FUN ee COLLEGE 
Abra dwin gee S. T 


57 tae 
pe ea a = Minneapolis’ 115 pervs 2 mongrgutlen 38 
Syracuse 116 New York 110 ee 
HIGH yl NOR a 
Dattos sc il ica 
Mae ond h 56 ema «Gyan ng voted 3 Oshorne. 46 B _ 3 
a be Cedartown 35 | Bowdon 33 (Girls) 
Russell bale Decatur 44 Trion 33 poerse 
3-B SOUTH 
Marietta, 45 nicaie Decatur M8 so i ' 
2-AA_ SOUTH Comm , “ae | 
ABoys) Persons | f ‘a 


4-AA4 


(Boys) 
Smyrna 69 Hapeville 43 | 
Fairburn 46 Avondale 45 
Gainesville 58 Douglas Co. 24 
Headland 58 Newton County 43 

4-AA 

(Girls) 
Sevth Cobb 27 Chamblee 21 
College Park 55 Newnan 48 
Pruic Hills Avondale 25 


Newton County 59 
2-A WEST 
(Girls) 


Berrien 63 Waycross 48 
2-B EAST 
(Boys) 
Central Gwinnett 42 Franklin Co. 40 


Bradwell Inst. 43 
Southwest Bulloch 59 
2-B (AREA 2) 
(Boys) 


Portal 52 
Glennville 64 
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Warriors Romp 


(Beye) 
4-B (AREA 2) 
Rabun County 6! Dahlonega 33 


(Girls) 
Cleveland 44 Rabun 32 
4-B (AREA 3) 
' (Boys) 
Franklin County 53 Banks County 35 
4-B (AREA 4) 


(Boys) 


Celtics. 


THTUVTAATETEEEEESETEEE TERETE ES 


SYRACUSE, N.Y., Feb. 19 (R— 
The Philadelphia Warriors scored 
21 straight points for a 35-12 first- 
period margin tonight and coasted 
to a 123-103 NBA victory over the 
Eastern Division leading Boston 


Tim Fioeck 


Roscoe Thompsen 


official victories. Smith has only 
a modified victory to his credit 
but was fifth in last year’s of- 
ficial late model standings. 


Two of Flock’s records will be 
at stake in Thursday qualifying. 
He set the convertible mark last 
year at 128.570 mph and estab- 
lished the Grand National record 
at better than 135 mph in 1956. 
This year he'll be driving the 
same 1957 Mercury he drove to 
| victory last year. 
| Smith has a 1958 Pontiac ready 
|for the Grand National race, but 
| so far has not entered the con- 
_vertible show. Flock will run 
| both and will probably enter the 
modified race too. 

Other Georgia entries are Roz 
_Howard of Macon in a 1957 Chev- 
'rolet convertible; Wilbur Rake- 
straw of Dallas in a 1957 Ford 
convertible: Bennie Rakestraw of 
Dallas in a 1957 Mercury; Roscoe 
Thompson of Atlanta in a 1958 
‘| Ford convertible; Charlie Stone 
'of Austell in a 1957 Chevroiet: 
Thomas Aiken of Dallas in a 1957 
Chevrolet and Pete Kelley of Co- 
lumbus in a 1957 Ford modified. 

Acceleration runs wound up 
Wednesday with all records 
still intact. Best run of the 
day was by Winston Brown in 
a 1957 Ford station wagon. He 
| topped 147 mph for the second 
straight day. 

And the frivolity which has 
gripped the drivers and officials 
' ended. too, with NASCAR’s an- 
nual Awards Banquet Wednesday 
| night signaling the beginning of 
the serious business ahead for 
_the final four days of this last 

beach-road race. A new million- 
| dollar track here will be the site 
| of next year’s events. 


Forsyth 
Boys, Girls 
| Take Title 


| By RED MULLINS 
| 


i 
| 
j 
| 


Special to The Constitution 


STONE MOUNTAIN, Feb. 19— | 


| Forsyth County’s boys and girls 
‘defeated both Stone Mountain 
| teams Wednesday night for the 
area one, Region 4-B champion- 
ship. 

Forsyth’s boys, behind center 
Harold Whitt’s 13-point _ stint, 
bested the homestanders, 41-34, 
as the score changed hands five 
times in the first half. The For- 
syth lassies handed the Pirate 
ladies a 65-30 setback on a 39- 
point stint by Jane Carroll. 
daughter of D. B. Carroll, who 
coaches both teams. 


BOYS 
Forsyth Me (41) Stone Min. (34) 


Pruitt (7) F Thompson (6) 
rilbert (5) F Christoper (8) 
Whitt (13) . Pulliam (6) 
Martin (12) G Roberts (2) 
Rollins (4) etway (9) 
Score at half: ania 18, Stone Moun- 
ta ha Forsyth 
ors ao een. 
Mountain—Wilkes 3, Kni ects 
Forsyth Co. (65) aoe ‘enuaiek (38) 
ie: | ESS eres we ~ (16) 
Gilbert RS PF sg i ' Teal (4) 
Carroll (39) I Hicks (10) 
woe ; inters 
elec aad G ; 
Holcom ee 
Score at half: 


pe a Pounds 
i. Forsyth County 23, 
Subs: end Mountain—Hewatt, Crowe. 
Central eee (42) a Co. (40) 


Adams (21)....... F . eton (16) 
Pass (86) F mith (13) 
pases (13). er k _ Hubbard (1) 
ow ..G - eee e AMCFOY 
Smesee 5 ile Oliward oe cdeeed dda cent — 


rtin Murra 
Score at half: Central Gwinnett 2. 24. 


a 
Franklin 27. 


(Advertisement) 


What the Sex Manuals 
Don’t Tell You 


@® “The book says,’ young 
couples tell this Doctor — and 
the husband is anxious, the 
wife has secret worries. So the 
Doctor read the books — and 
found:-them inadequate! 


What did the books lack? 
Why does the Doctor say many 
couples had read too much? 
March Reader’s Digest gives 
you practical answers to these 
questions — brings you pene- 
trating guidance by a distin- 
guished authority, toward 
achieving happy marriage. 

Read “What the Sex Man- 
uals Don’t Tell You.” It’s one 
of 40 important articles in 
| March Reader’s Digest. Get 
your copy at newsstands now. 


Oglethorpe 64 Oconee County 50 
4Girls) 
Oconee County 38 


a6, — 


Stewart County mye _ nn County 66 
Plains 56 Richland 52 


Oglethorpe 35 


at.) 
Adairsville 57 
Pine 60 


Taylorsville 41 
Cave Spring 55 
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Save up to 31% 


set of 3 woods, 
reg. would be $41.25 


set of 4 woods 
reg. would be $55 


set of 8 matched irons 
reg. would be $84 


on woods, irons! 


‘28.88 
‘37.88 
39.88 


Save an extra $9.88 on complete sets! 


complete set of 3 woods 
and 8 irons, 
reg. would be $125.25 


complete set of 4 woods 
and 8 irons, 
reg. would be $139 


e Limited Quantities! 


Woods, reg. $95—$64. 


‘78.88 
‘87.88 


Spalding-built synchro- 
dyned and registered sets of 8 irons, 
$79.98 Sets of 3 Woods, reg. 


reg. $130 
$71.25—$48 Sets of 4 


e Golf Ball Special! Spalding Kroflite Golf Balls, 


reg. $15 doz—$9.88 doz. 


Rich’s Sports Center, Broad Street Level, 
Man’s World 


sale! ‘‘playmate’”’ golf cart, 
with knee action, just floats along, 
cuts pulling effort in half; doesn’t 
bounce, vibrate, or rattle clubs! Rub- 
ber-padded, adjustable bag brackets; 
extra long, heavy-duty tubular 
handle; 14” ballbearing wheels. Cart 
folds automatically when handle is 
lowered. Without elubs, regularly 


$32.95 $19.98 
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1/72 price! automatic fold- 
ing golf carts. Rugged, all- 
steel construction, ball-bearing 
Regu- 


$7.49 


wheels. Limited quantities! 


larly $14.98 


sale! 3-in-1 convertible cot, turns into a 


chair, a chaise, even makes a hassock! 
camping, backyard, indoors! 


stantly adjustable! 
25"%2414"x4”. 


Perfect for 
Folds compactly for 
ivaveling! Top quality Saran fabric, double-stitched 
Orlon thread, 1” hard-drawn aluminum tubing; in- 
Open, 75”x24”x12%”; closed, 


‘12.98 


Regularly $19.98 


Rich’s Sports Center, Broad Street Level, Man’s World 
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enough on his 


Some of Borge’s admirers have 
complained in the past that he 


has tormented them by concen- 
trating too much on jokes and not 
as a pi- 
anist. They should have been con- 
tented by tonight’s performance. 
The star played excerpts from 
works of the late George Gersh- 
win, including the “‘Rhapsody in 
Blue,” and Rachmaninoff’s 
“Eighteenth Variation on a theme 


Lunches 756 up Dinners $1 up 


| 


the FARM HOUSE 


Come out South yy / U.S. 
and tlanta 


k for 
The BIG RED ROOSTER 


| | ha mew 0a 
HA Chicken 
Hot Biscuits Cream gravy 
1 Vegetable 2 Vegetables 
SALAD % SALAD 
DRINK DRINK 
French Fried Chicken Fried 
HRIM STEAK 
Potatoes Potatoes 
SALAD SALAD 
DRINK DRINK 


BUY ONLY 


344 Luckie St. /,) 
Atlonte 


"INSIST ON GENUINE 


; Koolvent Metal Awning Co., Box 219 


Please have Representative call. 


VENTILATED ALUMINUM AWNINGS 


THE BEST 


344 Luckie St., N. W., Atlanta, Ga. | 


LIMITED OFFER! cams 


by Paganic.” They were done 
superbly. : 


Economy Tax Service 
143 Broad S.W. 


Ground Fiocor— 
Mitchell St. and ae Ave. 


(Advertisement) 


How to Get More 
Out of Life 


@ We ride to work. The kids 
ride to school. Yet “a body 
that doesn’t move deteriorates.” 
Can’t you afford just ten min- 
utes a day for these simple ex- 
ercises? You are not too young, 
too old, too full of aches, too 
fat, too thin, too anything to 
have fun keeping fit! Read 
“How to Get More Out of Life” 
in March Reader’s Digest—now 
on sale everywhere — news- 
stands, drugstores, variety 
stores, and supermarket check- 
out counters. Get your copy 
today. 


Cer 
Regulation Summer 3 


@ Complete 
Range of 
Sizes 

@ Finely 
Tailored 

@ Long 
Wear 


BUY NOW ON APRIL ALLOTM 


Dacron-Wool ... $13.25 

Rayon-Nylon ... $8.75 

Cotton Twill ... $7.50 
ALSO REG. SHIRTS, 


~APS, TIES, BELTS, 
SHOES, ETC., AVAILABLE 


SERVICE UNIFORM CO. 


70 Plaza Way, SW 


‘JA. 3-4 
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— Borge Returns to TV with Good Music and Good Fun 
By J. P. SHANLEY }entertainment cannot be S| delivered between musical pas- 
° f N t? NEW YORK. Feb. 19 Victor uted, however, to the infrequency | sages, bears some repetition and 
ramnd tc Cc ress or O ” Borge, whose sources of income | of his appearances on the TV | much of it was fresh and out- 
are honorable, varied and sub-| screen. Primarily he is a vastly | rageously funny. Most of his com- 
° stantial, is in the happy position | talented entertainer. Some of the | eqy deals with music, musicians 
Lee Ann Faces Test Tonight | \(27,renecenites.te nom |soruety and music that be elfered | and ‘composers. But he 08 
£ often on television in order to sur- | on rr mg! ay knee rg ae afield occasionally to talk, for 
vive. His show tonight was his |€m trom the one-man show that | example, about his two-and-a-half 
By PAUL JONES } first TV assignment in more than | he has done so successfully in the | brothers who, he explains, are 
Everybody laughed when Lee Ann Meriwether Two of these shows which have lost their |@ year. . past on the stage and television. | composed of three half-brothers 
left the Today show more than a year ago to sponsors are Perry Mason and Wagon Train. The fact that it was delightful| But his impudent style of fun, | and one regular brother. 
become an actress. Both shows had multiple sponsor deals and ihe 
Some of the wise guys in the industry asked, pullout will not leave them high and dry. But, 
“How can she become a dramatic star when a share of the burden of sustaining them on the i WORK | IME a ABLE 
she can’t even do a commercial without flubbing _air will become that of the networks’. 
a line?”’ Just why one of the sponsors pulled out of 
Lee Ann, who is one of the prettiest of all Miss he Perry ‘Mason show is'a mystery. This pro- | THURS, WSB-TY—2  WAGA-TV—5  WLW-A—11 THURS. WSB-750  WAGA-590 WAGST-920 
Americas, apparently didn’t read any of the gram had come up with a 30.4 rating against A.M. $Color _ a — ud ae A.M. oem Ga.5 Meg. FM 163.3 Meo. whores 
~~ -_ which ood of oe = the fiercely competitive Perry Como show. Perry qo Strength Day Silent Silent 
oday show. She went right on wi r plans Mason was divided up four ways, but only one The Modernaires with Paula Kell : Dixie Silent Silent 
to become a dramatic star. She of four sponsors is hanging on. Ratings just don’t || 74. p rel Bite 2 Se ed 
studied and she worked and wmean the same thing to a sponsor they once did. e a aaah ooney Show on Sunup Good Morn. Morning Man 
she fought to overcome her self- Wagon Train also had made a very substantial || Thursday, 10:00 p.m., Channel 2 7 Seentumm Geauice ‘ete 
consciousness before the cam- showing in the Nielsen charts. One of the bank- Serenade Good Morn. Morning Man 
era. rollers of this show has signified that he wants 99 Today and Farm News Silent 9 News Panorama News 
Thursday night, the people out. too. 13 GeorgiaNews GeneAutry Silent ES Merry-Go- Good Morn. Morning Man 
will determine whether Lee ' : 336 ‘Today and Gene Autry Silent :30 Round News Morning Man 
Ann Meriwether | Wagon Train is regarded as one of the finest 45 _GeorgiaNews GeneAutry Silent 45 News Good Morn. Morning Man 
nn Meriwether is an actress televisi It h lendid produc- 700 ‘Today and Capt. Silent 00060 s« World News News 
Westerns on television. as sple p 
or not. . an k d 18 #GeorgiaNews Kangaroo Thoughts ‘15 Morning Good Morn. Morning Man 
She will play a leading role tion qualities, top stars as guests each weer an 330 Today and C. Kangaroo Cartoons 30 ©6. Melodies Morn. Show Morning Man 
in Jack Webb’s Dragnet. This it is offered in the prime Wednesday night spot. a Georg News _ News Cartoons __ 45 $—BobV.Camp News;Good Morning Man 
. = ; in 7 : $ oday in Beulah Skipper Ray 00 N ;Morn- Good Morn. Breakfast 
showcase will magnify any The sponsor pullout leaves this show in Jeopardy BE Georgia Beulah Skipper Ray Qi: ing Melodies Good Morn. Club P 
shortcomings that Miss Meri- 7 Aw 30 = Ray Milland Dean’s Skipper Ray 30 = Kitchen Klub Good Morn. Breakfast 
745 Ray Milland Party-Line Skipper Ray 745 D. McMichael Good Morn. Club 
wether may have. If she can’t I CAN UNDERSTAND how a sponsor would 700 ~Ariene ~ Garry Moore School Days 0 =«Newsand My Arthur Herb 
act, the people will know it. For Dragnet utilizes want to give up his interest in The Big Record 10 oo Francis Gasry Moore School Days 10 15 True Story Godfrey mac 
es ” : , sai ; . reasure rthur uffy’s : Bandstand Arth A 
the “cameo’’—or closeup technique. If she can’t or Suspicion—two others that are suffering from 7° teen Godfrey ‘Tavern _ — — 4 Sclieey : nderson 
play a scene, no one will be able to cover up sponsor apathy. 300 “The Price _ Blue Flame “Millionaires 200 «News and Arthur Blount 
for her. Suspicion has never man- 24 = Aer gp a Flame ao a one cog Godfrey Forest 
She has chosen one of the most difficult ve- aged to hit on all eight. It was 4503 ute or Dette btn aap od “a0 arketsand P’tree Party Blount 
hicles in which to make her debut. Jack Webb supposed to be an Alfred Hitch- - bn nat eee rs tea oe ai ee =. Sanee wivtsinaot 
and Ben Alexander have been playing their re- cock production, but it has been THURS. WSB-TV—?2 WAGA-TV—5 WLW-A—11 THURS. WSB-750 WAGA-590 WGST-920 
spective roles for so long that they can walk Hitchcock in name only. AFT (NBC) (CBS) (ABC) AFT (NBC) (CBS) (ABC) 
through their scenes blindfolded. If Lee Ann isn’t The Big Record is neither , * Color Program + FM 98.5 Meg. FM 103.3 Meg. 
pretty capable the contract between her per- fish nor fowl. It started out as 99 «40 «News News Linda Hayes gg News News Hal Seigal 
formance and those of Jack and Ben will be so a rock 'n’ roll show aimed at 1? 15 —— atiw Me. 123 Backto Helen Trent Hal Selgal 
marked that there will be no question about it. the teen-agers. But the teens a Be You Guiding Light “Beauty for 2 the Bible OurG.Sun. Hal Seigal 
I hope Lee Ann does emerge an actress. I weren't interested and the we ‘99 «Joe and P = David Niven the Asking” " ‘09 «| Newsand |) oF 
think she has the personality, vitality and good mat was switched to include 1 115 Ethel Twirp David } iven wit ucille 1 715 Housewives’ Ma Perkins Hal Seigal 
looks to become a star. There’s something ap- more pop tunes. It has never 30 rd nthe nny TE a. 30 Cosme wth = Vag Ree. Bal see 
pealing about her warm smile and the unpro- had the zip and imagination — —_— -00 Ana Sothern, oe Beat the or Life with 00 “News: True Wen Warren Jim Backus — 
: ; ee An eriweth ‘ e Stone Cloc tlizabeth : Confession: 2nd Mrs. B’t Jim Back 
Seley dos ay she used to read her lines on the — make a show of this er 2 33 Kitty Foyle Houseparty Dateline 2 33 on! ess ons ll rs. ro. .4 tm backus 
je , ; 745 : y Foyie ouseparty Europe a 745 Dr. Gentry Pat Buttram dim Reeves | 
Look in on her tonight at 8:30 on Channel 2 Neither of these shows has been especially -00 Matineet Big Payoff American 00 News: 5-Star Houseparty Forest 
: : we > ae . : ‘15 nee ig Payo andstan : Mati Hous t Bl t 
and see if she measures up in your book. disappointing rating-wise. I am sorry to see Patti 3 - - ee The Verdict Do You Trust 3 a5 Matinee Rouseperty = Been 
Page leave the air. 45 ###Matinee* Is Yours Your Wife? 45  ###Pep’rYoung Party Blount 
SPONSORS APPARENTLY aren't putting too But. I am ha ’ ‘ 700 Queen for Brighter Day American _ 00 Newsand Peachtree Arthur 
: ppy that the sponsors arent he BE a Day Secret Storm Bandstand 4 15 rahe 
. . ; ’ : : Contact Part Godfre: 
much slack in the rating chars any more. ng bamboored by the rating chars any more. | AS Qict,  EaerorMirts Amerase | gE wif Retthuee Fo Alutt 
. c * ¢ * ’ od. Romance geo 4 andstan : McClay arty *. Lombardo 
a big, juicy Nielsen statistic to keep some bank- ‘ 0 “Comedy “har. and Mars. Weeds _ © Newall Nwaran ina 
rollers happy. JOYCE NASH of Stone Mountain writes: “‘If Aas Time ss North | ‘ Woodpecker as Music Man Party wPecest 
In the past week several sponsors who have weet Presley s to sppear on talevialen caviians 7 SepeveCine © Wateetrent Meuse Club MS Yenaevester G Lombards ins. Outdoors 
interests in some of the top-rated shows on tele- fore he goes into the Army please pu in — 
vision have begged the networks to let them off your column so we will be sure not to miss it.” | THURS. WSB-TV—2 WAGA-TV—5 WLW-A—11 THURS. WSB-75 WAGA-590 WGST-920 
the hook. Since they all had cancellation clauses Plans now call for Elvis to appear in a EVE (NBC) (CBS) (ABC) (NBC) (CBS) (ABC) 
, . hee ° Cc P , ' ; ; 
in their contracts, there was little else the net- closed-circuit theater telecast. His asking price— ene eneana os sans a ee ee ae pien 
works could do. $200,000—is too stiff for the home TV. 6 as Andy bie Three Lives Oakley 6 2 Spts.Parade Music Room auste 
’ ews; W’ther N Death : Music Ti Music Room ohn Daly 
. pines SPR eas ec mr eg PS. eee | - _News ei D. Edwards _ Valley Days = F. Stiteler L. Thomas Sports = 
— ° , | -99 ‘Lone Ranger State News 00 News; Music News:Amos_ Fd. Morgan 
4 : Lone Ranger Trooper John Daly - Ti d And: Paul D 
On Telev ision and Radio | Berle Has | 1 a Tic Tac Dought Set. Preston Cisous Boy 7 = M. Beatty N’s aoe Please Paul tnd 
| 45 Tice TacDought Sgt.Preston Circus Boy “45 Carnival Ed Murrow Paul Drew 
| 99 YouBet .. # Richard Zz $s P “News and Free t Paul Drew 
Story of a Bogus Love lee BB ite Pamene Zie a “Newsand  Ereeto _ Paul Drew 
e/ pP :30 Dragnet Climax ea cCoys :30 Star Time Free to Paul Drew 
45 Dragnet Climax Real McCoys 245 Nightline Speak Paul Drew _ 
PAUL JONES’ PICK OF English big-game hunter who OSC In | 00 ©6People’s Climax Pat Boone 00 4 © News and News; The Paul Drew 
THE DAY—Climax! has signed invades the closely guarded | 32 eee eee | R een., Gee eee 
an impressive cast for the precincts of Berchtesgaden for | | 45 Ernie Playhouse 90 Navy Log “5 = Nightbeat Lewis Show _ Paul Drew __ 
Thursday night version of “The : yo ne 1 a | 00. Rosemary Playhouse 90 Mod. Science 00 “News; N’beat News and Paul Drew 
Secret Love of Johnny Spain ” the express purpose of killing | 4 yam ll 3 At peo = Say - 102: Nighthbeat Rusty Draper Ae std 
. ‘ ye , : ' | : a iyma ayhouse ‘he C : Ball P 
Terry Moore, Gene Raymond Adolf Hitler, ners Walter | | 45  JaneWyman Playhouse 90 __ The Crusader i Cabveces  taeou Paul Drew 
and Audrey Totter will star. Pidgeon and Joan Bennett.— | By JAY GOULD | rt Newsroom N’s; Starlight News 700 "§-Star Final School of Air Paul Drew 
The play is about a singing Channel 5 at 11:05 p.m. (Copyright 1958. The New York Times Ce.) | a Ady kare Jack Paar - Mignebent Gos. Zrent's Paul Brow 
idol who is killed in an air- Science Theater offers | NEW YORK, Feb. 19—Milton 45 = and the ‘Starring Jack Paar __ 245 _Vnd’venter Yours Paul Drew 
plane crash four days before “Bright Steel,”’ the dramatic | Berle made his dramatic debut = Detbey* Joan Bennett Jack Paar = News and and Silent 
the premiere of his movie. His story of the machines that | tonight in a play entitled “Mate- RA eet = mal my a eee. See 
press agent decides he must revolutionized production in the | rial Witness,” presented on the 45 = Silent “Man Hunt” Jack Paar 45 = s Nightline Silent Silent 


come up with some publicity 
to make the up-coming movie 
pay off. He tries to get a 
young starlet to pose as the 
late actor’s “secret love.” 

The show starts at 8:30 p.m. 
on Channel 5. 


DRAMA 

Chariton Heston and Hope 
Lange star in ‘Point of No 
Return,” based on the novel 
by John P. Marquand.—Chan- 
nel 5 at 9:30 p.m. 

A high-wire performer is in- 
jured during a fall and his ego 
is hurt worse when his wife 
proves her superiority as an 
aerialist, in “Death Defying 
Dozetti..”.—Channel 11 at 7:30 
p.m. 

“‘Man Hunt,”’ the story of an 


age of automation.—Channel 11 
at 10 p.m. 


Gen. Grant calls in the Army 
to get the Western railroads 
built in ‘“‘Tunnel Eight’’ star- 
ring Preston Foster and Grant 
Williams on the Jane Wyman 
Show.—Channel 2 at 10:30 p.m. 

VARIETY 


Edward Everett Horton will 
unveil his “‘new personality,” 
developed in protest against so 
many amiable people on tele- 
vision, as guest on the Tennes- 
see Ernie Ford Show.—Channel 
2 at 9:30 p.m. 


Rosemary will welcome 
French singer-comedian Rob- 
ert Clary and comedian Don 
Adams as her guests.—Chan- 
nel 2 at 10 p.m. 


MONEY 


Bat 4 Zz 


%: 
phone 


but will you have the money 


ittakes? 


For Your Family 


The higher your down payment on your home 
the easier you will find financing. The best 
way to accumulate that down payment is 
with a high dividend producing and insured 
Savings account at Decatur Federal. Save 
where you earn more and in safety. 


Federal Savings and 


Hoam Association 
GEORGE C. MUNN, Choirman of Boord 
JULIUS A. McCURDY, President 
J. W. BATTLE, Exec. Vice President 
Main Office: 103 SYCAMORE ST. DECATUR, GEORGIA 
| Branch Olfice: 1807 CANDLER ROAD 


, 


'Kraft Television Theater. The| ~ 
| former comedian brought sinceri-| tions of the play where under- 
‘ty and earnestiness to his assign-| statement was called for he did 
ment but the part was a little | acceptably. 


too demanding for one of his But ‘‘Material Witness” essen- 
limited acting experience and the | tially was a study in panic and 
play wasn’t worth doing in the| Berle found it difficult to tone 
first place. | down his psychological fear or 

Henry Denker, author of “Ma-| inJect much contrast in mood. The 
terial Witness,” fashioned an ex-| Tole called for an artist more 
tremely inept drama around the! Skilled in making every gesture, 
idea of an average citizen who is; Movement and subtle intonation 
the only witness to the slaying of | contribute to mounting tension. 
a gangster and lives in terror of | But Berle has no reason to be un- 


execution by the underworld. happy over his dramatic debut; 


| 
If Denker had probed more. no actor can be too much better 


, | than his lines. 
deeply into the character of the ; , 
witness and made him an indi-| #chard Kiley and Nacy March- 


vidual, not just a frightened soul, | and wwe ene those also in the 
he might have given his work | cast; they did not have an exact- 
| some substance. As it was, he laid | mG SVERENS. 
out his cliches in one continuing | 
line and his emotional peaks were | 
only loud and hysterical, never. 


a Beye Fob 20g Stops Heart Gas 


Berle obviously has come a long : 
3 Times Faster 


way from the days when his 
comedy show won him the title of | Certified laboratory tests prove BELL-ANS 
tablets neutralize 3 times as much 


“Mr. Television.” He didn't stomach acidity in one minute as many 
break character and maintained | |, ding digestive tablets. Get BELL-ANS 


considerable poise. In the por- today for the fastest known relief. 


SPECIAL 
SALE 


First Time Offered—tLimited Supply! 


ELECTROLUX 
VACUUM CLEANER 


——— ee 


(Advertisement) 


4 DAYS ONLY 


Wed., Thurs., Friday 
and Saturday 


SPRAYER 
With each 
CLEANER 


ae ‘0 


ee 
ot 


Guaranteed Service—9 Work-Saving Attachments 


CALL e alone . 
JA. 4-7039 NOW ONLY 


FOR FREE 12° 


HOME Full 

- Demonstration Coty Per 
Day or Night (No Obligation) |. 
DIXIE VACUUM STORE 

820 Gordon St., S. W. Atlanta, Ga. 


» 


ome 


——_— —__ — -»__ 


FLAVOR and SAVINGS — 
Matched by NO OTHER Coffees 


a nee 


THREE FINEST COFFEES ever! 
GREATEST COFFEE SAVINGS eve: 


me eniiey's * ae 
SUPREME ‘fe 


ee ee 


Supreme / 


the Supreme Instant Coffee. 


in BAILEY’S BONANZA 
Shopping Certificates 


+ Oe oes 


A. Enjoy the heart of the coffee bean flavor from the 
finest coffee beans grown on this Earth. Enjoy 
richness, flavor and aroma that are absolutely 


. Enjoy the supreme pleasure of the only Instant 
coffee made from the same selected coffee beans 
as Bailey's Supreme Regular Coffee. Absolutely 


. For you who prefer coffee with that fine Chef's 
touch of Chicory...now enjoy the: wonderful 
Bailey’s Supreme blend of the world’s finest coffee 


beans with a touch of Instant Chicory! Absolutely 


different from any other Instant Coffee. 


Get Your Certificates at Any of 


you enjoy the greatest coffee savings! 


$122 OFF 
at Daler R Thomas 


ond $129 OFF 


ot 


1 certificate worth $1.00 on 
* @ $10.00 purchase, 


THE CITIZENS and SOUTHERN BANKS in Ga. 


The Savings Tellers in any Citizens and Southern 
Bank in Georgia will cheerfully give you a $7.00 
Book of Bailey’s Bonanza Shopping Certificates in 
return for the bottom of a bag from Bailey’s 
Supreme Coffee, or a label from a 5 oz. jar of 
Bailey’s Supreme Instant Coffee. or a 6 oz. jar of 
Bailey’s Chicafe. Each label or bag bottom good 
for ONE $7.00 Book of Certificates. Get as many 
books as you like but bring one label or bag bottom 
for each book, please. Enjoy the finest coffee while 


FOR EACH LABEL YOU GET CERTIFICATES GOOD FOR... 


LIVE 


MooRE BEsT RAYM 


x 
we 


wortrwooo 8:30 Channel with your host Bill Lundigan for Chrysler Corporation 


OND TOTTER NAGEL 


~the false legend of a famous slar spins a web of lies 
STARRING 
Terry ames Gene Audrey Conrad 


“CLIMAX!” 


SEE BETTER...LOOK BETTER 
Without Glasses! 


Re ert 


te  aees 


it's So ea 


y with invisible 


CED CONTACT LENSES! 


Ss 


NOW AVAILABLE IN ATLANTA 


Free booklet tells how you, too, can stop wearing glasses! 
Learn how easily thousands just like yourself improved their 
looks... and their sight...with invisible, comfortable Vent-Air 
Contact Lenses—the natural, advanced new lens recommend- 
ed by eye specialists all over the world. Lifetime prescrip- 
tion changes at no charge. Divided payments arranged. 
Pre-determined ALL DAY wearability’ 
—exciusive with Vent-Air— 
means you are wearing your lenses ALL DAY immediately. 


Available “A at 


"TRADEMARK 


Contact Lens Specialists 


END COUPON 
FOR FREE 
ILLUSTRATED 


BOOKLET 


TAKE OFF 


THOSE 


Offices in principal cities ! 


Suite 1730, Fulton National Bank Bldg, 
Marietta and Forsythe Sts., N.W. 

“ Atlanta 3, Ga., MUrray 8-4455 

A Hours: 9 to 6 P.M. incl. Sat.; Mon. & Thurs. to 8 P.M, 


Special one-day service for out-of-towners 
Open All Day, Washington's Birthday 


LIFE 


Vent-Air Lenses are serviced without charge 


the World Over! 


Name 


CONTACT LENS SPECIALISTS 
SUITE 1730, FULTON NATIONAL BANK BLDG., ATLANTA 3 
1 would like to know more about Vent-Air Contact Lenses. Please send 


me your free booklet, “Toke Off Those Glasses” and your special 
announcement about seeing without glasses ALL DAY immediotely. 


Address 


i! 


. Zone —___. State 


——E 


Se 
Air_Lenses. 


| | e fie 
| 9€8 Pageant | Magazine's (Feb., 1958) editorial article “See Without 
Glasses,” telling all about The New Way to Healthier Eyes with Vent- 


west gee 


Georgia Business | 


Enterprising Reds 


Refute Extremists 


_ By JIM MONTGOMERY | 

An ironic story that slipped out from behind the 
Iron Curtain the other day ought to cheer up some 
of the more conservative American business spokes- 
men. 

This applies especially to those who cry with evangelistic zeal 
that our federal government's tax policies and business regulations 
and operations are undermining the future of private enterprise 

4 ee by smothering materialistic incentives. 


Relax, men. 
killed that easily. 


See 


Private enterprise can’t be 


As a matter of fact, it keeps coming back 
from the grave to haunt the Communist com- 
missars. And as most everyone knows, they use 
the most effective means of eradication ever 
devised. 


Likewise, they are considered at least some- 
what less favorably inclined toward capitalism 
than is the government of our country. 

Still, the rulers of Hungary and Czechoslo- 


Jim Montgomery _ 16° Mag 
vakia are so worried about the ‘‘un-commuunistic” activities of in- 


dividual craftsmen that they have taken new steps which they 
hope will force the capitalistic “‘corpse’’ back into its coffin. 
It seems that higher wages paid part-time workers by such 


entrepreneuers are having ‘‘a demoralizing influence,” 
things, in these share the wealth ‘‘peoples Republics.’’ 

The Czechoslovakian workers’ paradise goes so far as to ac- 
cuse its more than 50,000 private entrepreneuers of ‘“‘inflicting seri- 
ous political and economic damage on our national economy.” 


of all 


So a new law has been devised to keep the happy workers 
from being so foolish as to give up their happy jobs in the happy 
government-operated industries for nothing more than the extra 
freedom and money they can get from the unpatriotic private 
craftsmen. 


Since there are no such desires in communistic countries, 
naturally subversive influences must be eliminated to protect the 
best interests of innocent workers. 

Those greedy craftsmen ought to be ashamed of themselves for 
exploiting people who need jobs by paying them higher wages 
instead of sharing this wealth so everyone can have a little less! 


Pretty soon, the commissars will have to appoint an ‘‘Un- 
Communism Activities Sub-committee’’ to investigate this obvi- 
ously treacherous behavior. 

Naturally, there would be “‘red-herring’”’ charges and all that 
sort of thing. 

And the investigators would no doubt have to label their find- 
ings “‘top secret’’ so they would have time to escape—er, that is, 
go abroad—to conduct a permanent investigation of how free 
enterprise manages to thrive in the give-and-take art of demo- 
cratic compromise. 

They would soon discover why even the most ruthless of 
commissars will never be able to still forever the pulse of freedom. 


So relax a little, men. 
If the communists can’t liquidate free enterprise intentionally, 
surely Uncle Sam can’t do it UNintentionally! 


Over-the-Counter 
Securities 


: Railroads Cut 
| Feed Rates for 


The following bid and asked prices are | 
obtained from the National Assn. of de- 


/in economic conditions 
the year ends, and 1958 won’t be 
_very far behind 1957.” 


press Bulganin as 


1-0 


“Looks like another bad day at the office!” 


RCA’s Sarnoff Arrives. 


Predicts Transocean TV 


Gen. David Sarnoff—former 


Russian immigrant boy whose 


once-laughed-at prophecies of radio and television both came true— 
flew into Atlanta Wednesday night with a startling new prediction: 


Transoceanic television. It is 
“likely to come within the next 
five years’”’ and may even utilize 
earth satellites as relay stations, 
said the doughty board chairman 
of gigantic Radio Corporation of 
America. 

Nobody laughed. 

Here to address some 1,500 
members of the American Bar 
Assn. Thursday afternoon at the 
Dinkler Plaza, Sarnoff also: 


1. Predicted an “improvement” 
‘before 


2. Expressed belief that ‘‘we’re 
at the beginning of scientific de- 
velopments that will dwarf all de- 
velopments up to the present 
time.”’ 

3. Lauded President LEisen- 
hower’s recent stern note to Rus- 
sian Premier Bulganin. 

“He laid it on the line. What 
he said needed to be said. It 
is sound, and I hope it will im- 
it has im- 
pressed me,” Sarnoff observed. 

Obviously in a hurry to get to 


‘his hotel room, Sarnoff brushed 
'off an airport interview by a TV 


camera crew when asked for a 


“few remarks on the future of 
‘radio and TV.” 


“You don’t think I was too 
rude, do you?” the general asked 
a reporter who accompanied him 
to town. 

“There’s a lot of people more 


Staff Photo—Bill Young 
LAUDS IKE NOTE 
Gen. David Sarnoff 


CAW Wants 
40-Hr. Week 


Congress 


Warned on 


& 
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Martin Opposes 
Public Works 


By DICK WEST 
WASHINGTON, Feb. 19 (UP)— 


William McChesney Martin Jr.., 
chairman of the Federal Reserve 
Board, warned Congress today 
against trying to “‘spend yourself 
prosperous” in its efforts to end 
the current business slump. 


He issued his warning to a 
Senate banking subcommittee as 
congressional Democrats pushed 
an all-out campaign to put “‘ter- 
rific pressure’ on the Eisenhower 
administration to step up its pub- 
lic works program as a means of 
combatting unemployment. 


“MAKE IT HOT” 


Sen. Henry M. Jackson (D- 
Wash.), outlining the Democrats’ 
strategy, said ‘“‘we’re going to 
make it so hot the administration 
will have to expand the program 
or face the wrath of an outraged 
public.” 


But Martin, one of the chief 
architects of the administration's 
economic policies, told the Senate 
subcommittee he was opposed to 
a pump-priming public works pro- 
gram or a tax cut to stimulate 
the economy. 


“OVER-STIMULATION” 


He said ‘‘over-stimulation” of 
the economy could lead to even 
more dangerous inflation once the 
business slump ends. 


Martin declined to predict when 
the current business decline would 
end. Asked about President Ei- 
senhower’s forecast of a possible 
pickup next month, he replied, 
“I don’t know.” 

Other economic developments: 

—Former President Truman, 
here for weekend Democratic 
rally, said it was “high time’”’ 
the administration restored the 
public works projects it omitted 
from the new budget. Truman 
said the GOP had a ‘“‘long-stand- 
ing policy of holding public works 
projects in abeyance.’’ 


OUTLOOK “HOPEFUL” 
Milton C. Lightner 


Ike Forecast 
No Upturn, 


Hauge Says 


WASHINGTON, Feb. 19 \®—Dr. 


| Gilbert Hauge, President Eisen- 
hower’s special assistant for eco- 
nomic affairs, said today a presi- 
dential statement of last Wednes- 
day had been ‘‘misread by some 
people’’ as predicting a business 
upturn in March. 

“Every indication is that March 
will commence to see the start of 
a pickup in job opportunities. That 
should mark the beginning of the 
end of the downturn in our econ- 


At Chr ysler 


DETROIT, Feb. 


important than me coming to this 
meeting.” 

“No sir. You obviously were at 
a disadvantage being asked to 
cover so broad a topic,” the re- 
porter replied. 

“I wasn’t at a disadvantage,”’ 


19 (UP)—The 


work force on a 40-hour week and 


lay off workers not needed so 


today that Chrysler Corp. put its | 


the general said. “They were. 
I’ve learned to say no.” 
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Otis A. Barge Robert Sims 
for 632 suggestions under the GM 
incentive plan during 1957. Total 
for the company was 261,000 sug- 
gestions and $3,414,073. 


General Motors’ Pontiac Divi- 
sion will fete some 50 Atlanta 
Zone members of the Pontiac 
Master Salesman’s Guild Friday 
at the Dinkler Plaza Hotel. New 
officers will be ‘‘announced.” 


Universal American Life Insur- 
ance Co. has elected Georgia 
Commerce Commissioner Scott 
Candler as chairman of the board 
of directors. W. Courson Dowis 
was named assistant agency vice 
president; Dr. Robert P. Shinall, 
medical director, and William F. 
Buchanan, general counsel. All 
other officers and directors were 
reelected. 
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Do You Need M 


buy, build, 
refinance 
in greater Atlanta 


Home Savings 
and Loan Association 
33 Forsyth St., Atlanta 3, Ga. 


they can draw unemployment ben- 
efits. 
The UAW Chrysler Council 


charged the company is “‘trying | three major business organizations 
to provoke a strike’ to avoid pay- _ today issued a statement appeal- 
ing unemployment compensation | ing to the United States to “‘stop 
and supplementary benefits. The | Testrictions of imports from Ja- 


union said the company has lag- 
ging sales and a 9-day supply 
of cars and is using work speed- 
ups to cause daily shutdowns. 
The wrangle over short work 
weeks, production rates and un- 
employment at Chrysler was part 
of a darkening picture in auto in- 


Report, industry statistical publi- 
cation, declared today new car 


stocks will mount to 900,000 by 
Feb. 28, a near-record 60 - day 
supply. 


Very Proper Miss 


Misses Every Stop 

TORONTO, Feb. 19 () — Susan 
Tiveron, 5, 
strange men. That’s the word of 
her mother, Mrs. Joe Tiveron. 

The stranger yesterday was a 
new driver on the bus that runs 
past her home from her kinder- 
garten school. 


The driver did not halt at Su- 
san’s stop. 

She rode to the end of the line. 
Then she got out and got lost. 

A policeman found her in tears, 
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promote full employment. 


‘colo of Massachusetts told the 


' 


; 


| 


'superhighways should be stepped | 


United Auto Workers demanded | 


| 
; 
; 


' 
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NEW AGENCY 


omy,’ is what Eisenhower said. 
For himself, Hauge said in an 
address prepared for the annual 
conference of State Broadcasting 
Assn. Presidents that he would ex- 
pect to see the business downturn 
“slow to a stop during the second 
quarter of this calendar year.”’ 


“Thereafter,”’ Hauge said, “‘in 
my judgment the forces making 
for an upturn should start to out- 
weigh the downward forces, thus 
signaling the beginning of a gen- 
eral advance.” 

Referring to the fact that he was 
‘before a communi.ations audi- 
| ence, Hauge said he was ventur- 
ing a comment on a problem in 
communications in his own field of 
economics. 

“Let me take as an example 
last Wednesday’s economic state- 
ment of the President which ap- 
parently has left some people with 
the impression that he predicted 
a business upturn in March,” 
Hauge said. “That this mistaken 
impression was gathered from his 
statements illustrates how diffi- 
cult and even hazardous commu- 
nication at times can be. 


“Consider what the President 


—Sen. Estes Kefauver (D-Tenn) 
proposed that a new government 
agency like the now - liquidating 
Reconstruction Finance Corp. be 
set up to make loans to business 
firms. He said such an agency 
would encourage competition and 


—Democratic Gov. Foster Fur- 


Senate roads subcommittee that 
the time-table for the construction 
of the new 41,000-mile network of | 


'up to provide new jobs. 


Japan Protests 
U.S. Restrictions 


On Importing 


TOKYO, Feb. 19 (®#—Japan’s 


pan, which has been the Ameri- 


Tax Retorm Urged 
By NAM’s Lightner 


By BOB WILLIMON 
U.S. industry’s top spokesman—a Republican—took 
a mild swipe here Wednesday at an administration de- 
cision to reject until spring ‘‘all present talk of tax cuts 
or other emergency measures to stimulate the national 


economy.” 

“Tax reform is needed irrespec- | Character of candidates for of- 
tive of current economic condi- | fice. . 3 
tions,” said Milton C. Lightner,| Asked to comment in this re- 
board chairman of Singer Mfg. | SPect on former President Her- 


bert Hoover, who despite his gen- 

erally acceded high character and 
principles fell political victim to 

af iF bp be fice gel oes nie the depression of the 1930s, Light- 

possibility of a spring upturn in) sy said: 

ABOUT SPRING in the history of the country. No, 


I won't say that. Just say Hoover 
Lightner’s remarks came as he| was the victim of a terrific 
was questioned regarding news| amount of propaganda.” 
that the Eisenhower administra-| jn town to discuss the NAM pro- 
tion and Republican congression- | sram with local members, Light- 
al leadership, at a White House | ner was to go from here to Green- 
meeting Tuesday, decided to de-| ville, $.C., next stop on his tour 
fer any possible action toward 


— of the Southeast. 
such measures In anticipation of| He said the future of Southern 
a spring business upturn. 


Co. and 1958 president of the Na- | 
tional Assn. of Manufacturers. 


Expand N ine, 


WEST POINT, Ga., Feb. 19 >~ 
An industrial development expert 
declared today that instead of re- 
trenchment business and indus- 
trial firms should now give care- 


industry is “bound to be one of 
Lightner added, however, that | constant growth.” 
he did not “believe any conclusion 
was arrived at. (at the meeting) | 
which would require real opposi- | 
tion to tax reform when Congress | 
is ready to consider such legisla- | 
tion.” | 7 
At the press conference at the Expert Urges 
Biltmore Hotel, Lightner added / 
he is “‘hopeful’’ for tax reforms Y 
in the present session of congress. | U.S. Industrv 
He plugged for passage of the o/ 
NAM-approved Sadlack - Herlong | 
bill, which he said would be ‘“‘the 
best thing “that can possibly be 
done (for business) in the gov- 
ernmental field.’’ 
WOULD CUT INCOME | 
The bill, he said, would “lower | ful attention to expansion. 
everybody’s income by at least 95 | Improved availability of men 
per cent, reform the unfair tax | and material makes such a policy 
oe ome ie leave more rome advisable, said H. McKinley Con- 
o invest in economic progress,;. 
restrain excessive federal spend-| * Jr. of Atlanta, publisher of 
ing and provide safety measures nationally circulated business and 
for adjustment of tax rates to/| industrial development magazines. 
prevent deficits in the national| Conway told a meeting of Geor- 
budget.”’ | gia and Alabama businesmen un- 
Asked how NAM reconciles its | dT sponsorship of the Lions Club, 
advocation of tax reductions with | ‘hat about the only thing to be 
its opposition to deficit spending, | Pessimistic about at the present 
Lightner said the incentive pro- | !S pessimism itself. 


vided business by “real long-| He said 1958 promises to be the 

range tax reform” would create | third or fourth best year on rec- 

an “immediate upturn in the| ord in industrial growth, with 

economy.” new capital investments totaling 
This upturn, he continued, | 2round $30 billion. 

would “produce higher taxable| Many big firms, he reported, 


tes, 


‘ee ees ee eas 


income arid thus more revenues”’ 
with which te counter the grow- 
ing deficit. 

Such a program, Lightner said 
‘“‘would have an immediate effect 
in reducing deficit spending, and 
its full effect would be felt over 


are taking advantage of the pres- 
ent situation to launch expansion 
programs. Others, he said are in 
the midst of long-term expansion 
efforts which are not affected by 
short-term fluctuations. 

He mentioned as an example 


a large retail chain which is add- 
ing 40 new stores and modernizing 
several hundred others. 


several years.”’ 


Asked for his personal opinion 
as to the likely effect of the cur- 
rent economic slump and the na- | — 
tion’s scientific lag on the 1960 
presidential election and earlier 
congressional elections, Lightner 
said he did not recognize any 
U.S. scientific lag. About the 


Naval Stores 


in 
trading confined to two carilots. Sales 
; ww 32. Export 


Turpentine, tank car market firm and 


\can trend during the past several| _. ; slump, he said: higher. Tank cars, 26,000 gallons, 53 to 
years.” said bearing on this matter. “It is rather traditional in our|~ “™* *¥*rase *? &'0 cents. 
The statement, signed by the ‘First, he stated that indication country to believe that active - nore ee 
Senda Mhimine-ok Comenien dead | pointed to the start of a pickup in| business, high employment and Cocoa 
deli F ederation of abet | 3 oppertanities in March, prosperity are factors which tend :g 
ade | “Second, the President stated | to help am existing administration |, NEW, YORK, Feb, 19 \™—Cocoa fu- 
Pye gure = and the Japen Trade | that a job pickup in March should | at the polls. contract — =— 
eee ee. mark ‘the beginning of the end of | “Personally, I think the politi- | yarch High Low Close 
Japanese stainless tableware, | the downturn in our economy.’|cal effect of such conditions are | Suly o 4% a 
dustry sales. Ward’s Automotive | 2°” being made into an issue, as | This language hardly seems to say | often overstated. I think that peo- | September 43.26 41.80 41.93 
|a matter of fact, has developed | that an upturn in the economy will | ple more and more are voting on | March | 38.35 37.90 37.90 
its own Clientele in the United| come in March. the basis of the principles and| }°Nominal. -” 
States, and is not competing with | 
the American industry in this line, 
selling to a different clientele. It 9 eae eer Pes 
is unfair to try to impose pro- a or 4 
_____|hibitive tariffs on Japanese table- e- 7e. 
ware because such a new pro- i e , e 
posed tariff would be _ several * ° 
times as high as the tariff ap- ® 
plied to luxurious tableware.” 
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Forget about make-ready — forget 
about practice copies. It's easy and 
economical to get fine-quality dupli- 
cating with this amazing offset ma- 
chine. See it demonstrated nowl 


@ 9,000 copies an hour ; 

@ Takes 3x5 cards to 11x17 
paper P 

@ Self-adjusting cylinders 

@ Automatic controls 


~The MIMEOGRAPH CO. 
\acelaionsie eae NM | 


to offer you this service. 


As a convenience to you, Federal and State 
income tax forms for businesses and individuals 
‘are available at The First National Bank at 
Five Points. Pick them up in the lower lobby’ 

- (street level), near the escalator at the Marietta 
Street entrance. The Man With a Plan is happy 
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15 Stocks 


In the Spotlight 


NEW YORK, Feb. 19 (#—Sales, 
closing price and net change of 
'the 15 most active stocks today: | 


Lorillard, P 
Crucible Steel 

> | North Am Avia 
Safeway Strs 
. | Curtiss Wright 
AD. MOD. dees: 
Gen Motors 
Foremost Dair 
Twent Cen Fox 
Philip Morris 
Chrysler Corp 
Royal Dutch 
Sears Roebuck 
Johns Manville 
tee Corp 


Ruberoid 


aefovar St 


, Schering 


Se 
Shahmoon Ind 


Sham O&G 
Sharon Stl 
Shattuck. 


Stevens, JP 
Stew Wat 

Stix B & F 
Stoke Van C 
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Stone & W 


| Storer Brad 
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..99,100 37%4—2%%4 
..45,300 16 —Il's 
44,200 27's— *4 | 
..43,600 28% -+- 
33,500 2534 +-15% 
32,600 57°4 unch 
.. 30,300 34'e+- 4% 
24,700 16%4+- % 
24,400 245s unch 
..21,200 48\e—2% 
..20,500 5244— % 
..20,200 38%s— % 
20,100 27 — % 
19,900 377%s-- % 
19,400 34%-+- % 
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1994 197% + ‘se 
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467— 47 — “4 
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27\4 274 '8 
18 18 V4 
15% 155% 
6 67 _ 
455% 46'4 Va 
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24 24 '9 
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5134 51% 
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Kenton To baccos Drop “Ss 
© On Filter Report 


Promising Karly Advance 


| >F C4, : 


Ruined by Afternoon Decline 57 PHONE 


NEW YORK, Feb. 19 (®—Tobaccos were sold heavi- | 
ly late today on unfavorable news from Washington and | 
‘other stocks wilted under a barrage of dividend cuts, 
Grpre Seoeor= | Joaving the market lower today. 


The late decline ruined a mod- 

erate but promising rise with 
trading more active after two 
days of extreme cold-weather 
doldrums. 


LITTLE GROUND 


The market as a whole lost | 
little ground although tobaccos | 


lost close to 3 points for some 
'of the leaders. They skidded aft- 


-er a House committee reported 


that “the cigaret manufac- 
turers have deceived the Amer- 
ican public through their adver- 
tising of filter-tip cigarets.”’ 


Otherwise, with a few notable - 


exceptions, the losses of key 
stocks were within fractions to 
a point or so. 

The market was mixed and | 


quiet at the start. It gradually | 
picked up both pricewise and in| 
turnover. A _ succession of divi- | 
dend cuts or omissions and then 
'the tobacco news reversed the 
trend. 


BULLISH SUPPORT 


After the close came funda- 
mental news lending strength to 


‘the bullish element. One item | 
was the long hoped-for word | 
from the Federal Reserve Board | 
cutting reserve requirements of | 
member banks, thus freeing more | 


money for lending. The other 


2| item was an anticipated rise in 
the ‘“‘short interest.’ 


American Stock Exchange 


'prices also were lower. Volume 
was 470,000 shares compared 
with 390,000 yesterday. Losers | 
included Sherwin - Williams, | 
Lear, U.S. Foil “B.” Sceullin| 
Steel, Creole Petroleum and | - 


Bailey Selburn. 

Corporate bonds were lower in 
dull trading. U.S. government 
bonds were off in quiet dealing 
over the counter. 


AP Stock A vgs. 


Feb. 19. 
' > aa ha 60 

ndust aus ‘til. Stks 
Net change 2 
Wednesday 238.2 66.5 75.1 160.3 
Prev. day 238.4 86.8 752 160.5 
| Week ago 237.0 85.5 75.1 159.5 
| Month ago 238.5 85.6 749 160.1 
Year ago 248.8 121.9 73.4 172.6 
1957-58 high 280.0 134.7 77.5 188.8 
1957-58 low 226.0 78.2 662 139 
1956 high 276.3 155.1 76.9 191.5 
1956 low 244.0 126.2 69.4 171.4 


Butter and Eggs 


NEW YORK, Feb. 19 ee 
plea megs egg Prices were firm 


Wholesale ‘se 
ing prices based on exchange an 
er volume sales.) New York spot qu 
tations follow: Includes Midwestern: 
ixed colors: Extras (48-50 Ibs.), 41! »- 
43; extras large (45-48 Ibs.), 41-4]¥e: ex- 
tras medium, 40-4042; standards large. 
39-40; pt oe mg 35-346. Whites: Extras (48- 
50 ibs.), 43-45; extras iarge (45-48 Ibs.). 


42'>-43; extras medium, 40-40". Browns: 


by: Whites: Top quality (48-50 Ibs.), 
44-47; mediums, 42-43; smalls. 37- 38. 
Browns: Top quality (43-50 Ibs.), 44- 


| 45; mediums, 42-43; smalls, 37-38. 
| 


NEW YORK, Feb. 19 (®—(USDA) 
Butter about steady. receipts. 642. 
Cheese poeney. Receipts, 353.000. Prices 


| unchang 


CHICAGO, Feb. “49 | (P—Chicage Mer- 
cantile Exchange: Butter mixed: re 


ceipts, 1,037,000; wholesale buying prices 
A. | 


guchangee to “4 lower: 93 sc 


ore 
44 A. 59; 90 B, 58; 89 C, 57%. Cars: | 


B, 58; 89 C, 58% 
Eggs steady to firm: receipts, 11,100> 


wholesale buying prices unchanged to | 


higher; 65 per cent or better grade 
A whites, 39; mixed, 38'% mediums, 
3612; standards, 36'2; ‘dirties, 32; checks, 
32; current receipts, 34. 

ATLANTA EGG MARKET 
(USDA-GDA) 

Prices paid for large and medium 
whites by first receivers were  un- 
changed to | cent higher. Mixed color 

recei 


lanta, ae... included (includes nearby | 


colors, large, 38% to 40%; mediums. 
37 to 39; smalls, too few to report. 
Prices to retailers, consumer grader, 
cases included, ae door delivery, car- 
tons. minimum ne-case sales (in- 
cludes direct soles by nearly produc- 
ers). Grade A waite. large, 46 to 


mediums. 43 to 48, * mostly 45 to 48: 


smalls, 37 to 42, ‘mostly 40 to 42 


EW YORK, Feb. 19 (—The cotton 
textile market was quiet Wednesda 
onverters en I — away from 
orwa elivery 
Scattered sales cit < loths, broad- 
cloths, drills and speetings ware reported 
a unchanged prices. The positions 
fetta teat ol atta? 2 ods 
e print c num 
Marc delivery. 


f 
ty was reported in the wool 
goods ma . Australian wool markets 
were mix according to private sources. 
In rayon goods prices s we some num- 
bers moved Siizhtly 


Some quart 
felt that mills might have: to lower prices 


in order to stimulate ore aggressive 
inte in second “quarter cloth. 
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10 1 133¥2 1332+ Va 
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Sienorette 
DICTATING MACHINE 
$17 PLUS TAX 
Georgia 


Equip. Co. 


(217 Whitehall St. SW JA. 58-7706 


Bins & Equipment Co., 
1918 Buford. Hwy. R 2-3576 


BINS 
BENCHES 
LOCKERS 
SHELVING 
CABINETS 


88 wal 


344 Luckie St. 
Atlanta 


SOUND, OBJECTIVE 


Box F-19 
INVESTMENT |] 344 Luckie St., N. W., Atlanta, Ga 


Members New York Stock Exchange 


INSIST ON GENUINE 


RooL VENT 


A rryt 


Koolvent Metal Awning Co., 


ee i 


: 
3 


PRYOR ST., N.E 1-1463 


>... * Ge = ii 


[ JA. 2-8201 | RS 


VENTILATED ALUMINUM AWNINGS 


ADVICE | Please have representtive call. 
| NAME 
|| AODRESS 
Harnats, UPHAM & C2 CITY sTATE—— 


20 Pryor Street, N. E. 
JAckson 3-7611 
Atlanta 3, Georgia 


FIRST NATIONAL BANK OF ATLANTA 
CAPITAL STOCK 


e BOUGHT e SOLD’ e QUOTED 
e 


WYATT, NEAL & WAGGONER 


First National Bank Bidg. JA. 2-4700 


Journal-Constitution 
Want Ads Pay Off 


Atlanta 3, Georgia 


WE ARE PLEASED TO 
ANNOUNCE THE ELECTION OF 
Ralph W. Williams, Jr. 
AS AN 
ASSISTANT VICE PRESIDENT 

AND | 


DIRECTOR 


First Southeastern Corporation 


Members New York Stock Exchange 
Correspondents of Francis I. DuPont & Co. 


TRUST COMPANY OF GEORGIA BUILDING 


JAckson 4-7991 


Members 


YOUR INVESTMENTS 


Are they giving you the results you seek? 


We can be of help. 


Our years of experience in the securities business — 
Our memberships in securities exchanges 

Our participations in underwriting of securities 
Our facilities for securities research and analysis— 
all combine to offer you investment and brokerage 


services which are worthwhile. 


Call on Us. 


tld & Cv 


. Established 1925 


y 


Investment Bankers 
New York Stock Exchange and Other National Exchanges 


11 Marietta St., N.W. Telephone JA. 1-0238 
Atlania, Georgia LD-159 


sl SOUTHERN 


Save for Security 
CURRENT RATE 


PER ANNUM 


Save By Mail 


Federal Savings and Loan 


Association 

of Atlanta 
John L. Conner, President 
| Established 1936 
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KEEP WELL. 
Sane Again, 
They Face 


Hard Role 


Ry DR. T. R. VAN DELLEN 

My heart goes out to men and 
women who have been released 
from a mental institution and must 
face the world anew. Persons who 
have been institutionaliezd 10 
years or more are defenseless 
against innumerable 
economic obstacles 
daily. 

Their families have learned to 
get along without them and often 
resent the responsibility of having 
to care for them again. 


that occur 


The Research Foundation for | 
Mental Health describes a 19-year- | 


old who was released after five 
years of institutional care. He 
came originally from a broken 
home and is living with his moth- 
er, who rejects him. 

The young man has learned a 
trade and is doing good work 
but the situation at home is dis- 
couraging. According to a psy- 
chiatrist who sees the boy from 


time to time in the after-care 


clinic, the lad repeats over and 
over again, ““‘The hospital was 
the only home I knew.” 

A 37-year-old mother of three 
found a disrupted household when 
she returned home from a mental 
hospital. Her youngest child could 
not remember her and the eldest 


TODAY’S HEALTH HINT— 
If your child won’t drink 


milk, use strategy by serving | 


it in puddings, on cereals or 
in the form of ice cream. 


daughter resented her. The hus- 
band had found another woman 
to take care of him and his house- 
hold. , 


This patient broke down and 
might have needed to return to 
the institution had she not re- 
ceived adequate after-care. A 
psychiatrist at the clinic helped 


her overcome those overwhelming | 


obstacles. She managed in time 
to win the affection of her chil- 
dren and convince her husband 
she was capable of being a wife 
and mother. 


Individuals who have lived in 
a mental institution come back 
to the community with two 
strikes against them. Everyone 
in the neighborhood knows 
where they have been—they are 
surrounded by discrimination, 
fear, prejudice and ignorance. 


Neighbors view them with sus- 


picion and distrust because of the 


stigma associated with the mental | 


condition. The families must co- 


operate and do what they can to 


dispel these false beliefs. 


Employment discrimination is | 


another factor. The National As- 
sociation for Mental Health has 
described a pioneer project, ““Em- 
ployment Planning Committee.” 
This group was formed by 14 em- 


social and) 


Ollie Reeves (OOOCe™ 


A Rhyme a Day 


“Frustrations and the sense of having 
failed ... that others have lost confidence 
m in them... can cause physical illness. They 
= should remember some of our greatest men 
- were looked on as failures at some time in 
edical column quote. 


\z 
i 


| their lives.”——-M 

| “Beneath the spreading chestnut tree... the village smithy 

stood’’ . . . and everyone spoke well of him... in all the neigh- 

| borhood . . . but one day when he shod a horse... . he didn’t do 
it right ...and then all of the neighbors said... “He isn’t 

| very bright... for anyone can shoe a horse... it is a simple 
chore...” and so it was, the smithy lost... the trade he'd 
had before. 


A man may do some noble deeds .. . of which nobody hears 
... but one mistake is all he needs ...to set him back for 
years ... despite his efforts to advance... through hours of 
work and pain... he, probably, won't get the chance... to 


shoe a horse again. 


That is the way “‘the chips will fall” ... and how “‘the die is 


cast" ... and not too many will recall . . . the good deeds of the 
past... and if there is a moral in... this short and simple 
tale... it is, “they cheer you when you win... and jeer you 


when you fail.” 


_ployers in San Francisco, work- 
‘ing with a welfare agency. 

They interviewed a number of | 
| discharged mental patients and | 
helped them find jobs. We need 
more leadership of this type, 
which entails close cooperation be- | 


Works 6 Ways At Once 
To Ease Miseries of 


COLDS 


Al 


- 


2 


tween employer, employe and To Build 

physician. Resistance 
Dr. Van Dellen will answer To COLDS’ 

questions relating to health and | After-Effects 

hygiene in his column, and b 

| ue Y\T Only 98¢ 


'mail when self-addressed, | 


4 . 
A PLOUGH PRODUCT 


stamped envelope is enclosed. | - 


Letters should be addressed to | 
Dr. Theodore R. Van Dellen, 
c/o The Atlanta Constitution 
| Atlanta 2, Ga. 


WATCHES 


ELGIN « ROLEX 
GRUEN « OMEGA. 
HAMILTON g 


| There are 18 inhabited Indian 
| pueblos (villages) in New Mexico 
»! and four large reservations. 


- SOUTH’S 
LARGEST 
DISCOUN 


and others 


90% 


ALL* MODELS,.NEWEST.-STYLES 
COMPLETE SELECTION OF DIAMOND WATCHES 


ESTABLISHED 1912 


CITIZENS JEWELRY CO. 


195 Mitchell St,, $.W. (at Forsyth) Telephone JA. 4-7505 
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SAVE 
MONEY 


ON YOUR NEXT 
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BRING pon 


IT TO 
REED’S! 


pruccists | PEPTO [ 


ALWAYS ON DUTY 


AND, OF COURSE, 


YOU SAVE 
PLENTY 
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'119 ALABAMA ST., S.W. 
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DE LUXE BLEACH 


Lae ste $100 
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1/2-Price Sale 
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AYER SPECIALS 
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By Ayers 


4° 190° 


7" LANOLIN PLUS SQ 
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12-O7z. 
Bottle 


Hair Spray Set. Close-Out. 


Try . a ; 
ecret 0 
BISMOL Hollywood Stars : 


a+ Zils tent” 
Reg. 60c | 
Size 


Jo 


DINOLA 


Use ALBERTO 
vos to condition 
hair and scalp, for 
daily grooming. 
Keeps hair lus- 
trous and manage» 
>, able. Notsticky... 
not greasy. 


CREAM 


*7 00 


lief from 


PAIN 


STANBACE is not a one ingredient formula . .. 
STANBACK combines several medically proven 
pain relievers into one easy to take dose, that 
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ations. With plates held 
Liner, YOU N EAT AN 

ply lay soft strip of Piasti-Liner 
some apper or lower.. Bite and it molds 


brings faster, more complete relied. easing anxiety 
less and you 
to you our 
24 . .50, two pla 


and tension usually accompanying pain. 
directed. 
reliner for one p 
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CORNER HOUSTON ST 
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$125 SIZE 


S 


INER | 


a et NR he te: eee " 


9 


} 
' 


LOWES 


All Se size 
Gums and 
Candies 


3 10° 


IMPORTED 
OLIVE OIL 
2s. OL 


Ozs. 


BAUME 


BEN GAY 


FOR PAIN 


$1.00 
TUBE 


T DRUG PRICES IN ATLANTA 


Fal POWDER 
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CHOCOLATE LAXATIVE 
35¢ SIZE 
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TABLET 


V4 Gr. 100’s 10c 
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™ VITAMIN 


V2 Gr. 100’s 12c 
1,000’s 69c 
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Permanent 


Sanitary 
Napkins 
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Between Broad 
and Whitehall 


PALMOLIVE 


TOILET SOAP 


Talcum Powder 
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DIAL SOAP 
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for 


$2 QUICK 143° KOTEX 


LIFEBUOY 


TOILET SOAP 


Reg. Size 
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99° DJER KISS 


SHOP WITH CONFIDENCE AT REED’S CUT RATE! YOU’LL USUALLY SAVE PLENTY! 
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REED’S SUPER SPECIAL! 


COLGATE 


TH PASTE 
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REED’S SUPER SPECIAL! 


*1 BAN 


LOTION-TYPE 


Reg. 53c 
Large Size 
Tube 


P-CUT 


1,000’s 89c 


*1 ONE-A-DAY 


Multiple Vitamins 


DEODORANT 
ROLLS ON 


. 
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100 UNICAPS 


VITAMINS. Reg. $3.11 Value 


$939 


*1* TRIVISOL 


Vitamins. 15 cc bottle 


2 METACINE $422 
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QUANTITY RIGHTS RESERVED. ALL TAXES ADDED 
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Reducing Liquid 
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75* BICYCLE 
Bleach Cream 
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ba 


CIGARETTES 


FASTEETH 


ae 


ee > 
ve > 


“ a i.) * 
a CIE ET a Oe a. é 


STANBA 


HEADACHE 


CK 
POWDERS 


rowoene 1 


FEENAMINT 


LAXATIVE 
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BUY BY THE CARTON AND SAVE! 


GUM 


35c Size 


Regular 


*2.34 


King Size 


*2.47 


Filter Tip 


*2.49 


NOW! Lose ugly fat! 


REDUCE 


with this amazing new 


Holds 


Plates 
FIRMER! 


* Past ° Easy 
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Suppositories. Cut to | 


